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So Orange Judd American Agricul- 
turist’s Service Bureau will answer by 
mail, free of subscriber's inquiries 
concerning they wish to buy. 

You os first carefully scan its 
ndeeeiis eouane in the current and 
a evious numbers; then if you cannot 

nd @ of what you want to 
buy, or find the address, write 
Orange Judd American Agriculturist’s 
Service Bureau, 315 Fourth aven 
New York city, : ling your needs ncode aad 
inclosing stamp for reply. 

Describe ve | just what you want 
to bay, so we'll understand what you 
need. 

We will reply by personal letter, 
advising you where to get the article, 
also terms, prices, etc. 

If you see anything advertised in any 


a doesn’t guarantee 
the of its advertisers as does 
American ist—send it to us 


on a sheet 9 +4 and write thereon 
the name and of the journal in 
which it and what informa- 
tion you 

American A turist hag no mer- 
chandise to sell, but will gladly tell 
you where te get whatever you want. 


Mail This, If You Want Our Help 
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Breeding Skunks for Fur 


¥. A. BRIGGS, POTTER COUNTY, PA 


I have been raising skunks for the 
past four years. I have a farm of 
60 acres of hillside land, which is 
practically being devoted to skunk 
farming. My farm is located in the 
borough limits, but there never have 
been any complaints in regard to the 
skunks, aS I remove the scent glands 
from all my stock. 

My inclosures for the skunk fam. 
fly are built of inch mesh poultry 
wire, No 19 gauge. This wire ex- 
tends into the ground 2 feet and is 6 
feet high, with an overhang of 2 feet 
on the inside of yard, which keeps 
skunks from climbing over. On the 
inside of large inclosures I have 
breeding pens for each female. These 
pens are built from roofing tin, each 
pen being 5 feet wide and 20 feet 
long. This allows each female 
skunk and her young 100 square feet 
of ground space. I have found that 
tin or galvanized roofing makes bet- 
ter breeding pens than poultry net- 
ting, as skunks are more contented 
in these tin breeding pens and are 
never fighting, as they will through 
poultry wire. 

On my farni I keep a small dairy 
which gives me plenty of skim milk 
for feed. I usually feed raw meat 
every other day, with stale bread and 
skim milk; also I faise considerable 
sweet corn, sweet apples and roots, 
such as carrots, beets and turnips. 
I find that skunks are very fond of 
vegetables, especially if cooked. 

I find is very essential to have run- 
ning water in the breeding pens. 
One shotild place two nest boxes in 
each breeding pen, one for the nest 
and the other the old skunk will use 
to feed in, especially when she has 
meat. I have known a mother skunk 
to drag more meat than she would 
eat up clean into her nest box among 
the little ones, and im a few days the 
meat would become full of maggots 
and these maggots would work them- 
selves into the little skunks and kill 
them. I have lest a number of 
young skunks in this way. Hf given 
two boxes the mother skunk will not 
take meat into her test among the 
young ones. 


Some of the Methods Used 


The greatest misfortune I ever had 
among my skunks was worm trouble, 
caused by feeding meat, One fall I 
lost @) extra nice breeders, worth 
$600, fvom worm trouble. I have 
overcome this by feeding my skunks 
once a week a live stock tonic, which 
is a cure and preventive of worms. 

I @ip my skunks four or five times 
during the summer and again during 
November, to kill ali lice and put 
the skunks in fine condition for 
winter. 

I use one male with every three or 


farm -I have mated up short stripe 
females with some extra nice star 
males and have had some litters that 
were 90% star black skunks. 

After the breeding season is over 
the males are removed and placed in 
separate pens to keep them from 


sionally a little fresh meat, such as 
woodchuek and rabbit. All our best 
young stock is shipped for breeding 
purposes, and the striped grades are 
killed and the pelts marketed in De- 





‘Leember and January. 
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CARTRIDGES 


For Rites, Revolvers or Pistols 


The most accurate shooting rifle, revolver 
or pistol made will do unsatisfactory work 
unless the cartridges used in it are as accurate 
as the arm. For that reason it is important 
when buying to get cartridges that have an 
established reputation for quality. Wéin- 
chester—the YW brand of cartridges in all 
calibers from .22 to .50 are unexcelled for 
accuracy, penetration and uniform shooting 
qualities. They cost mo more than inferior 
makes and are for sale everywhere. If you 
want to get the most catisfactory results with 
your rifle, revolver or pistol, always use 
Winchester ammunition. Do not simply 
ask for “some cartridges” when you buy, 
but be sure to specify Winchester make 
and look for the bold YW on the box. 










































THEY SHOOT STRAIGHT AND HIT HARD 
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Suggested Plan for Raising Beef 


Run-down farms for summer pasture--Using silage largely for stable feed---Central farm for winter feeding and for pro 
ducing the winter feed--Results with a Galloway herd--Cheap feed at Pennsylvania station--Beef cattle 
keep in excellent condition---Comments and suggestions about eastern beef raising 


HB Illinois station refers me to American 

Agriculturist for information regarding 

raising beef in Pennsylvania under the fol- 
lowing conditions: By renting a number of 
farms that have been deserted or are not being 
worked by the owners I. could put a small herd 
on each of them, The number of farms _ that 
would be available for a small rental would be 
practically unlimited. On each of these farms 
| would turn out as many cows as the pasture 
would support. In addition to these pasture 
farms I would own a large, fairly level farm on 
which machinery could be worked to advantage 
and located near a railroad. On this farm I 
would raise silage corn in sufficient quantity to 
winter all the cattle that would be kept. I havé 
wintered the’ jiast two years a small herd of 
Galloway cattle, feeding nothing but well-ma- 
tured silage, and the cattle came out in the 
spring fat enough for beef: I am anxious to Ob- 
tain information as to whether or not this is a 
practical and profitable method of producing beef. 
{ should greatly appreciate any help from you, 
and would be glad to have your opinion on this 
proposition in general.—(John L. Hanna, Venango 
County, Pa. 


The important consideration in raising 
beef or any class of live stock, is to have an 
abundance of feed. Growth and fat produc- 
tion can only follow the right kind of feed. 
Attention to the details of feeding, caring 
for and managing cattle are of course im- 
portant. These can be of a high order, but 
without food. success is not possible. Not 
only to finish off young steers requires an 
abundance of feed and feed of the right kind, 
but good pasture and proper feéd are nec- 
essary to raise young animals from calfhood 
up to the fattening period. It does not 
matter whether or not these steers be housed 
in primitive buildings; that-is not a 
serious problem. In the east fattening steers 
will do just as well in covered sheds that 
protect from storms as when housed in tight 
barns and stables. With an abundance of 
silage corn and some 


ever, is the point ‘which must be considered. 
We do have a winter season somewhat severe, 
and some years these winter seasons are 
rather long. They mean that the cows as well 
as the young stock must be carefully taken 
care of during the winter. It would require 
some sort of stable equipment for them, and 
it might be that these cows would have to 
be stabled and fed in stables for a number of 
weeks. This would be so if they had small 
calves at their sides. Silage would be just 
as.valuable for these ‘cows’ having sucking 
calves at their sides as it would be for mature 
stock. Some hay would be advisable, and if 
the silage supply were generous, not much 
if any grain would be required to feed the 
cows and calves during the winter. Of 
course, Some grain and hay, legume hay pref- 
erably, would be desirable for the larger 
calves no longer sucking the cows. Such 
feeding would keep these cows in fair flesh, 
The weaned calves should be fed well enough 
so that they would keep steadily on the gain, 
and to do this, silage hay and a little grain 
during the winter-season would be desirable. 

It will be observed that not only stable and 
barn equipment, simply primitive though 
these may be, but a certain amount of labor 
would be involved in caring for this stock. 


Labor would be required during the summer - 


season also to harvest the hay, to grow the 
corn and to prepare for the winter feed. 
These outside farms might, however, be used 
only for pasturage and the winter feed se- 
cured at the center or real farm about which 
this correspondence speaks. In this case the 


outside farms -would be simply pasture 
grounds for summer forage. “Labor would 
therefore be required only at the main farm. 
The cows and the growing stock in any case 
would be on pasture for seven, eight or nine 
months of the year. Whether the hay, grain 
and silage crops are raised on one-farm or on 
several of the farms, a certain amount of 
farm equipment would be required—plows, 
harrows, mowing machines, horses, wagons 
and other tools and implements necessary 
for the average farm would have to be pro- 
vided so as to supply the winter feed. 

There is still another point: If this ex- 
periment were to succeed it would not be ex- 
pected that these so-called deserted farms 
would be left in an unimproved state. Suc- 
cess in this venture would mean that these 
farms would sooner or later improve, their 
fences be made better, their buildings made 
over or enlarged and the farms otherwise put 
in good condition. But in this case this work 
would be met in the profits obtained.—[C.W.B. 


Indorsement by Prof Tomhave 


I see no reason why the man in question 
cannot make a success of raising beef cattle 
under the conditions named. It is true that 
some of these run-down farms will not give a 
great deal of feed at present. They will, 
however, supply some feed and very often 
respond especially well with the addition of 
lime, and manure or phosphoric acid. It will 
be a desirable undertaking even though it 
requires a number of acres to maintain one 
animal. I note that this man owns a large 
farm that is fairly 
level and _ well 





kind of legume hay 
for early growth, and 
then silage and hay 
and possibly some 
protein concentrates 
for the finishing 
period, it is perfectly 
possible to produce 
beef in the east just 
as readily as in the 
west. The important 
point is this: It is 
possible to bring 
these calves up to the 
feeding age cheap 
enough so as to make 
them available for. 
feeding out at a price 
comparable with what 
feeding stock might 
be purchased in any 
of the cattle centers? 
If these deserted 
farms of which this 
inquirer speaks can 
be obtained at rea- 
sonable rental or rea- 
Sonable cost, and if 
they are stocked with 
good pasture, then, 
it seems reasonable 
to suppose that steers 








adapted to cultiva- 
tion. He can produce 
here a large amount 
of silage and hay that 
he can use to main- 
tain his cattle during 
the winter. By fol- 
lowing this scheme 
he certainly will get 
better results than 
by trying to cultivate 
this rundown farm 
and produce grain 
crops upon the other 
farm that must be 
marketed. The 
scheme suggested is 
feasible and I am sure 
” can be made a success. 
I am not surprised 
the Galloway cows he 
kept during winter 
on corn silage came 
out in good condition. 
We have been con- 
ducting an experi- 
ment at this station, 
which has now been 
in progress for years, 
on the cost of main- 
taining beef preeding 








can be brought up to 
feeding age at a cost 
that will make future 
feeding profitable. 
Right here, how- 


Sultan Mine, One of the Greatest of Shorthorns 


Here is a real aristocrat of the beef breeds. 
purple ribbons, and comes very close to the ideal of his class. 
the International or the state fairs of the central west have seen him often, and always 
at or near the head of the line. He is owneg by Carpenter & Carpenter of Sauk Co, Wis. 
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cows, We have a 

herd of 10 Short- 

This great bull has worn a score of horn and 10. Aber- 
Those who have attended deen-Angus cows, 


{To Page 11.] 
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"Use of Cork Saver 


Valuable a a feed crop and worth many dollars an acre for fertility—-Digestible nutrients not much less than timothy— 


esas the crop in the field to best advantage—-Baer of Ohio prefers feeding stover in original state—Diffen- 


ee ede a 






corn stover crop deserves 
|, greater attention than it gets. 
Dr C. G. Hopkins, one of our best 
fertility advisers, élaims that the manurial 

Value of an acre of corn stover is worth $10 
on the average, even if you are careless in 
your figuring. Unfortunately, corn stover is 
‘wastefully fed to live stock and brutally 
treated im the barnyard. On a very. large 
proportion of farms, corn stover is just 
thrown out; stock pick up what they want, 
and the winter rains leach out and wash 
away the fertility in what remains. Cruel? 
Of course it fs, and every guilty man admits 
his guilt. In time, we shail likely better ap- 
preciate this crop and take better care of it. 

A ton of corn stover contains 28 pounds of 
digestibie protein, 624 pounds of digestible 
carbohydrates and 14 pounds of digestible fat, 
or a total of 666 pounds of digestible nu- 
trients. <A ton of timothy contains 56 pounds 
of digestible protein, 848 pounds of digestible 
earbohydrates and 26 pounds of digestible fat. 

In other words, on basis of digestible 
nutrients, corn stover is 71 per cent as valu- 
abie for feed as timothy hay. If timothy hay 
is worth $16 to $20 a ton as a feed, certainly 
corn Stover is worth more than it is commonly 
rated. The corn stover crop as a food crop 
is negleeted, but shonid not be. Below are 
two statements, written by two leading suc- 
cessful farmers, who tell how they make use 
of the corn stover crop. One of these men 
uses the crop as it comes from the field, the 
other believes in shredding the stover. Each 
tells his own story, in his own way. But 
read what both have to say; these are help- 
fai suggestions for every grower of corn and 
feeder of stover. 

*. \I-neeognize in corn stover a very valu- 
able use; When cut at the right stage and 
properly cured it seems to be as palatable fo 
horses and cattle as good mixed elover and 
timothy hay. I aim to get the corn cnt at a 
stage when the lower leaves are no longer 
green and when the husks on the ears are 
losing their green color. At this time the 
grains will be dented and are becoming hard. 
The practice of shocking most common in 
this community is to cut eight hills for a 
shock. I am careful to have good shocks; 
shocks that are conical with as small a base 
as possible, so that after settling the indi- 
vidual constalks remain straight and it is im- 
possible for them to bow. If the shocks 
cover too much ground the cornstalks will 
get like the indian’s bow, and the stover will 
spoil more or less before husking. 


Using Corn Stover from Field 


. When husking, do not tear through and 
mnet the aiover, but keep the stalks paraliel 
and the butts even, so that a shapely sheaf 
can be tied and substantially shocked into 
a big “fodder shock.” If this work is well 
done and the bfg shocks are tied up snugly, 
the stover. will keep good for months in the 
field. i prefer when possible to mow it in the 

as one will not be 


years ago that the 


Saad cae 4a adie aud Mead chovét oon 


te shred it. I have now: lost that belief com- 
pletely and have gone back to the old way 

ng it. whole. Shredding has . one 
great advantage as it disposes of the stiff 
stalk and. prepares it for ideal bedding, but 


I think shredding partly ruins the feeding 


of the edible portion—the leaves. The 
feeding value of stever depends upon. the 
condition of the leaves. They should be 
‘and not be torn or mutilated any more 
whould :good, well-cured hay. No farmer 


ii! 


van otic his alfalfa hay to go through a 





se: practice is to. aire the “horses and 











eattie two feeds a day of stover when it is 
plenty, and it usually is plenty here and good 
quality, too. 
it, I think, as on hay and eat it as greedily. 
I feed all that they will clean up. When 
weather is fit the stock get one feed a day of 
stover and in an open, small yard. in dead 
of winter the horses and colts always have 
their haif day in the yard with their stover; 
this, too, no matter how cold or snowy, just 
so their coats remain dry. At night the 
horses’ racks are filled with stover and by 
morning the clean stalks remain. I let the 
stalks accumulate in the stalls enough to 
make a good bed, the coarse stalks being 
crushed by tramping. i think this 10 times 
better than standing herses on plank, brick 
er concrete, and just as comfortabie as a bed 
of straw. 

The cattle feeding with stover is done in 
much the same way, except they are not fed 
in open yard in coid, stormy weather, and 
in the stalis they are not allowed to tramp 
the stalks under foot. The bare stalks from 
the cattle mangers are thrown out to the 
stable yard where the stock exercise and 
tramp them te pieces. 

Someone may ask, how do you handle your 
manure with those coarse stalks worked all 
through? i maintain two kinds of manure. 
The manure with straw worked inte it goes 
onte a broad flat heap. The cornstalks have 
their separate territory in the yard. The 
tramping of the stock crushes them so that 
by springtime this cornstalk manure can be 
worked through a spreader without much 


trouble. At present prices of hay good stover _ 


is worth nearly $10 an acre “for feed.— 
[Phillip Bear, Jr, Ohio. 


Prefers Shredded Corn Stover 


The corn crop comes first in my field 
operations. I fli two silos for the dairy 
stock, and then want a good lot of corn over 
for grain and stever. My observation points 
to the fact that the farmers who get on are 
the corn growers, regardless of the line of 
general farming. A farm has just got to have 
some live stock. If no cattle or hogs or 
Sheep, there are the horses and they want 
corn. if you have to buy feed, away go 
your profits. The other fellow is at liberty 
to buy, but as for me Ili raise as much as 
I can, and corn comes first. 

I used to husk the corn and set the stover 
in shocks in the field—two shocks of corn 
set in one shock of stover after husking. Not 
for me, now. I don’t like hauling corn stover 


in winter, in rain and sleet and snow. In- 


stead, I now shred the stover. We have 
available a neighborhood husker and shredder 
that does the work each year for several 
farmers. It’s a farm job, just like butchering 
or wheat threshing. It’s to be done, and 
when done it is done, with the fodder right 
in the mow and ze disagreeable hauling 
thereafter. 


Experience with Shredder 
My first trials of shredding did not work 


“out satisfactorily. The shredded stuff in the 


mow would mold, especially in places. I 
studied out that the job was not being done 
right. One year I was delayed in shredding 
by sickness in the family. Two or three very 
stiff freezes had oceurred before a shock 
of corn was husked. .[ was afraid we 
would get behind with that work. But right 
there was hidden the secret of shredding. By 


shredded after this no injury otcurs in the 
mow. My shredded .stover is aow just as 
bright and appetizing as hay. 

In winter the cows are given one feed of 
shredded stover a day, about 10 or 12 pounds 
I caltulate. The hotges are fed this stover 
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The farm horses do as well on- 


farms is worth $2,000,000,000. 


bough of Pennsylvania favors shredding—Points on feeding both kinds—What feed tests show 


when not at work for their hay feed. They 
are fed in two or three feeds, five or six 
pounds in the morning and:at noon, and 
abeut 10. pounds in the evening. Even on 
light work this stever is all right for the 
horses in winter.. I give some grain, of 
eourse—five or six ears ef corn at a feed, and 
some wheat bran and oii meal mixed, and a 
small measure of oats when I have it. The 
horses do well on this feeding, and come out 
fat and sleek in sprizg. 

The cows are given clover hay, corn silage 
and the stover for their rough feed. They 
get grain, too: some cottonseed- or linseed 
meal, some bran and some commercial dairy 
feed. Say what you will I like these prepared 
feeds for stock. It may be from the way they 
are mixed or the stuff they contain, but they 
pay better, ton per ton, than corn or bran 
or any of the_simple feeds. i have tried sev- 
eral brands, but all are good. I now buy the 
qne easiest to get, either by combining with 
neighbors in ordering or by sending an order 
myself. Usually dealers sell to farmers, with 
a small profit only to themselves. With good 
cows, right feeding will bring profits for 
milk even at low prices —[L. W. Diffen- 
bough, Pennsytvania. 


Feeding Tests with Corn Stover 


At the Wisconsin station Henry conducted 
three trials in which cows were fed either 
shredded or umshredded corn stover, with 
the same allowance of grain and hay for ali. 
A total of 3538 pounds of shredded corn 
stever gave as good returns as 4667 pounds 
of unshredded stever. This equaled a sav- 
ing of 24 per cent by shredding. At the 
Missouri station Waters found as an average 
of experiments covering four years nioder- 
ately thin yearling steers lost only 33 pounds 
when wintered on whole corn stover alone. 
This shows the high feeding value of this 
feeding stuff. 

At the New Hampshire station Burkett fed 
four farm work horses in winter on oats, 
bran and corn for grain, giving twe horses 
12 pounds each of timothy hay daily for 
roughage, while two others received the same 


“ weight of corn stover, cut with silage cutter. 


The horses were worked more or less during 
the winter and all gained in weight; the 
stover fed gained eight pounds each, and the 
hay fed 18 pounds. The stover-fed team was 
slightly more worked. But the two ratiens 
proved of equal value. Since timothy hay sells 
for two to four times as much as stover, it 
is apparent that corn stover is entitled to a 
first place in winter feeding. 


Wasting Billioms—I believe the manure 
made from all the live stock on our American 
I also believe 
that just about one-half of this is wasted! 
So says Prof H. J. Waters of Kansas in his 
new book. If he is right, American farmers 
are throwing away a billion a year! Dis- 
count this all you like and the showiag is stil! 
bad enough. Waters’s estimate average about 
$300 worth of manure per farm, or a less of 
about $150 each year for each farm that does 
not properly save and utilize the plant food 
yoided by its live stock. No one knows 
whether such figures are over or under the 
facts, but everyone knows that there is a big 
waste here. Stop this leak. 


Considered As a Machime, the animal body 
needs two classes of food: One, to furnish the 
materials by which the machine may be con- 
structed and kept in repair; and a second or 
sustaining reserve, to develop heat to keep 
the body warm and to supply energy for the 
production .of ‘internal and external work 
Water, ash and protein are the - essential 
building materials, and the fats and carbo- 
hydrates the primary fuel substances. 





















Farmers and Business Men at Military Camp 


T FORT SHERIDAN near Chicago, and at Plattsburgh Barracks, N Y, during August and Septem- 
— one - two — civilians yee practical experience in military drill and camp life 
under the direction of army officers, for periods of from one week to a month. They voluntarily 
took their vacation in this way as a step toward better preparedness if the United States should ever A Determined Campaign to Get Rid of Cattle Tick 
become involved in war. Before these lines are read, President Wilson’s address of November 4 will S NOW under way throughout the Southern states. Southern farmers are 
probably have been delivered, in which he will set out in more detail his five-year program for spending co-operating with state and nation in this work. The tick is confined to 
$1,250,000,000 for a larger army and navy, as epitomized on this page last week. The proposed continental the South. This insect crawls upon the cattle, sucks their blood and reduces 
army of 1,000,000 men is being emphasized by the thrilling motion picture, Battle Cry cf Peace. It is the production of milk and meat. Dipping in water poisoned with arsenic kills 
suggested that in every school district or rural community every man and boy should join an informal the tick. To run cattle through the bath often enough to free them from tick 
company to learn the rudiments.of military organization and drill under the direction of some old soldier costs 25 to 50 cents a head. It increases their value $5 to $10 a head. One- 
or graduate of the agricultural college. Devote a few hours a week Or a few days a year learning the third of the South already is freed from this pest. When the tick is wholly 
manual of arms and the common movements of company formation, as well as some of the elements of eradicated, the South will raise much live stock and will furnish cheap stock- 
military discipline. This may be in addition to and separate from the military organization which may ers for northern and western feeders. In a few years, competition of southern 
follow the expected action of Congress a few weeks hence. cattle, sheep and hogs may have more influence upon prices in northern and 
foreign markets than live stock from Argentina, which also is increasing. 





Fhoto by Underwood & Underwood, N. Y. . : 
President Wilson Voting for Woman Suffrage Farm Boys and Girls Have a Glorious Day’s Autumn Outing in City Parks 


> wac iia A —_— aa ‘ : P T IS a feature of Massachusetts rural life. The girls fairly outvied the boys in athletic stunts. Both 

TT "about 140,000 votes for suffrage snd’ 190 Se en Ths eee ee boys and girls learn all kinds of new games. Hampden county has only some 2779 farms, but already 
of the issues that was voted upon this week in New York Pennsylvania and Massa- ~ more than 4000 boys and girls have joined the Hampden volunteers for better farming and better rural 
ebusetts. Men and women who live in the western states which have long enjoyed life under the auspices of the county improvement league. This winter they are raising flowering plants in 
equal suffrage, cannot understand the conservatism which leads other states to deny this the home, feeding chickens and pigs, etc. The coming summer these volunteers will raise gardens and do 
tight to women other stunts for prizes. This work is hitched up with school studies, and is carefully organized. These 
° . young folks are about to start a bank of their own, to receive their deposits from all over the county, lend 

them money with which to buy their supplies co-operatively, and give them practical experience in banking. 


Signing the Treaty of Peace with the Rebels of Haiti 


NITED STATES war ships and marines have restored order throughout the republic of 
Haiti, which constitutes the west half of the island of Santo Domingo. American 
officials are collecting the revenues there for the republic, as they have been ‘doing it 

for Nicaragua and Santo Domingo. Porto Rico and the Isle of Pines are enjoying great prosperity 
as a part of the United States. The Cuban republic continues to prosper under the wxgis of 
this country. European nations are likely soon to imitate the example of the Pan-American 
countries in recognizing Carranza. All these things emphasize the increasing power of North 
and South America. The Danish West Indies may be acquired by pufchase by the United 
States during 1916, thus consummating what Denmark and the inhabitants of those islands 
offered to do nearly 40 years ago. The West Indies are increasing gradually their consump- 
tion of American grain, flour, potatoes, etc. 

Mexican affairs are making some headway toward peace, but slowly. The events of 
the past two weeks emphasize the correctness of our interpretation of the Mexican situation, 
on this page Oct 23: Austria-Hungary has officially recognized the Carranza government. 
Reports multiply of desertions from Villa’s army. Guerrilla warfare may continue indefinitely, 
More United States troops are patrolling the border to protect our people. 


Copyright by Underwood & Underwood, N. Y. 
Photo by Underwood & Underwood, N. Y. 
Serbian Artillery Are Drawn by Oxen 


The Road to Constantinople and 
the Orient 


T IS what the Teutons and Bulgaria seem to 
aspire for in their advance through Serbia to 
the relief of Turkey. The war in the Ba'kans 

becomes more intense daily. English, Italian and 
French troops are engaged there against the Bul- 
gars and Teutons. Which will Rumania and 
Greece side with? Turkish atrocities against 
Armenians apparently continue. Important news- 
papers in Germany are said to declare that Ger- 
many will make peace only if India and Belg:um 
are ceded to her... Desperate fighting in the west 
shows steady but small advance for the Allies. 
Russia claims to be regaining on the east battle 
front. The shooting as a spy of the English 
nurse Cavell, is justified by German officials as in 
strict accord with the laws of war. She was at 
the head of a large hospital in Brussels and 
nursed Germans equally with other soldiers. The 
German court martial decided that she was at the 
head of a conspiracy which enabled wounded Bel- 
_ gians.and Allies to escape to England. American 
and Spanish ministers united in urging clemency. 
The case has afoused much feeling throughout 
the world. It has sliocked England more than any 
one incident of the war. Cavell regiments are 
being formed and other memorials planned. The 
English call her the twentieth century Joan of Arc. 
The. positiveness.with which . certain . German 
officials have declared that the war would end in 
December has revived rumors of pegce overtures, 
but. at this writing nothing definite is known. 
Four Germans ‘ire under afrest at New York 
** Charged with conspiring ‘to blow up ships carry- ~ English nurse executed as a spy in Brussele, 
ing munitions from the United States. by the Germans, 





















~ Why So Much Lost Power 


lL, P. LAROSE 
Sometimes progress looks like a 
pendulum. It goes forward for 


awhile, then takes a backward swing. 
One of the many causes for the back- 
ward stroke in places is the increased 
need: for cheap power, and the fact 
that most people do not get same 
when available. Within a two-mile 
radius of where I live there are two 
old water power mill sites. 

The mill power pictured has been 
idle for the last 15 years. This again 
Was a general saw, grist, and cider 
mill. It is a safe guess that this site, 
with its wide drainage and 20-foot 
head, could develop 15 to 20 horse 
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power during winter and five to 10 
during summer. Thing of this going 
to waste for 15 years! 

How many farmers could get a 
fall of 5 to 20 feet of water to work 
for them? Nowadays we have got to 
a point where power need not be 
utilized where it is made. It can be 
electrically transmitted to almost any 
piace. Around the two mill sites 
mentioned are farmers doing work in 
_ the old manual way. Why couldn't 
they light their house by electricity 
. @nd milk their cows by water power 
_@lectricity transmitted? The price 

of hired hel» would, in the long run, 
! pay for a milking plant. Let them 
- saw their wood by water power, pump 
water, or run the separator, or churn 
by electric power. In’ many places 
we can, and it is at least worthwhile 
to try. 


Lifting Heavy Objects 
Ww. E, STONE 


Having unexpected use for a rig- 
ging that would support a small 
tackle, I made, one in a few minutes 
eut of two pieces of small lumber, a 
piece of stake chain, a little piece of 
gas pipe and a few spikes, The two 
pieces of scantling were nailed to- 
gether so as to make an inverted “V,” 
when stood up on.the ground, The 
gas pipe was driven into the ground 
a few feet back from the feet of the 
joists, and the bit of chain was car- 
ried from this stake through a hole 
‘made at the intersection of the two 
pieces of timber. A hole drilled 
through the gas pipe kept the chain 
from slipping off, this effect being 
further secured by slanting the pipe 
‘bacl-ward. The standing pieces are 
stood at a suitable angle, leaning 
awcy from the direction of the stake. 
To that the tackle fall may be hung 
from the end of the bit of chair pro- 
truding throvgh the hole in the joists. 
The angie, or “lean,’’ may be varied 
#0 as to give more or less room under 
the timbers, which thus become a 
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rude pair of shears. Of course, the 
nearer upright they are the more 
strength they have, The main part 
of the load lifted, however, is carried 
on a straight pull on the chain. ‘This 
kind of rig has some advantages over 
an ordinary tripod, having one less 
piece of lumber, and having also the 
advantage of being able to lean over 
anything. The exact purpose — for 
which this one was made was to lift 
the engine from an automobile. 


Use Wagon with Low Wheels 
EDWIN &. CLARK 


The farmer will pay from $25 to 
$100 for different kinds of farm ma- 
chinery to be used only a few days 
in a year, while the low-down steel 
wheels costing less than $20 can. be 
used as a labor-saver cight months 
out of the year, I have used. mine 
13 years and they are apparently as 
strong as when new. They have saved 
me’more work than any farm imple: 
ment I ever bought. 

I use them on a one-horse wagon, 
and when I wish to go a long distance 
on the road I take them off and put 
on a tailed wheel, as I would not rec- 
ommend a set as low as mine for 
hauling long distances on sandy 
roads. My set is 24 inches high for- 
ward and 28 inches behind and 4 
inches width of tire. I aiso had tires 
% inch thick instead of %, paying 
40 cents per wheel extra for this. 
These wheels cost me about $16 per 
set delivered, and I would order the 
same size if I were to buy again. 

The objection raised by people who 
have never used a low wheel, is that 
they haul very hard, but although 
they may haul some harder in deep 
mud or sand, this is very much more 
than offset by easier loading and un- 
loading. If any farmer will but use 
the low wheels on his farm for one 
season, he will never again use the 
tall wheels for most kinds of farm 
work, 








Installing Small Suction Pump 
I, W. DICKERSON 
I want to install a small suction 
pump on the kitchen sink to bring 
water from a cistern abowit 60 feet 
away. The level of the water is only 


12 or 14 feet at most below the level 
of the pump. Will the suction pump 
work all right in a case like this? Also, 
should I put a cut-off valve in the pipe 
just below the pump to keep the water 
frém running back into the cistern each 
time?—IJ. C. 

There is no reason why an ordi- 
nary cistern pump properly installed 
should not work perfectly under the 
conditions specified, Theoretically, 
water can be lifted a vertical distance 
of 34 feet, without regard to the hori- 
zontal distance from pump to cistern. 
In practice, however, because of im- 
perfect vacuum due to leakage and 
weight of valves, it is not practicable 
to secure a greater vertical lift than 
about 24 or 25 feet, Also, the water 
moving through the horizontal pips 
creates a friction which has the effect 
of cutting down the vertical hight to 
which the water can be raised. 

The amount of this friction loss de- 
pends on the size and inside condi- 
tion of the pipe and on the velocity of 
the water moving through it and also 
on the number and sharpness of 
bends and elbows. The friction is 
least with largo, smooth pipe, slow 
movement of water, and as few short 
turns as possible. 

Assuming that you will use 1- 
inch galvanized iron pipe and that the 
velocity of water in the pipe will not 
exceed 3 feet per second, the probabie 
maximum ioss of head due to friction 
will be very close to 2.5 feet. This 
added to your 14 feet. lift will siill 
give you plenty of lift to spare. Doe 
not use fess than i-inch pipe, and 1% 
inches will be mutch better, 

You must have at least the valve 
in the pump suck, and also the valve 
just welow at the beginning of the 
pipe, Unless the second valve were 
used, the air pressure just below the 
pump suck would simply deerease and 





increase as the suck is moved up and 
down, the secend valve acting to 
eatch and hold the in pres- 
sure in the supply pipe caused by 
raising the pump suck. A third valve 
stii' further down in the pipe will 
help very much in holding the water 
up in the pipes, especially if the sec- 
ond valve does not ft perfectly. 


Simple Leveling Apparatus 
B. P. - WAGNER 

This apparatus will be found useful 
in laying out ditches or for leveling 
er grading work in the gurden. In 
the cut A is a G-inch. mane board 4 
feet long, Into which a sepirit level 
is snugly fitted. Care should be taken 
that the edges of this board are per- 
fectiy true, also that the level is in 
exact line with the upper edge of the 
board. B is 2 inches square with an 
iron pin 12 inches long inserted in 
the Jewer end, and fs fastened at the 
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Homemade Leveling Outfit 
upper end with a belt to A. Have 
bolt tight enough to hold A in posi- 
tion, but at the same time to allow 
it (A) to be adjusted. 

The target pole is C, 1 inch square, 
8 feet long. Mark out one side of C 
into l-inch spaces and number from 
one to 96, beginning at the bottom. 
D and E is the target, which is made 
to slide on the pole C from the dotted 
line, F, to the bottom of the standard; 
the distance should be 5 feet. 

Take your level and have someone 
to carry the target and pole. Adjust 
the level and take sight. If, when 
the targot is raised to the line of your 
sight, it is (0 inches from the ground 
the two positions will be of the same 
altitudes, or on the same level. Should 
the target be above @ inches, it indi- 
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Green Feed for Hogs 


There is nothing more welcome to a 
confined porker than an occasional 
bite of green grass or forage, and if it 
is impossible to allow him to roam in 
grass growing quarters make sure that 
the greenery is furnished in another 
way. The slop should be thickened 
with either bran or shorts rather than 
thinned with water; for a pig will 
érink an abundance of water if it is 
supplied in a clear, unaltered condi- 
dition. He enjoys a cool drink as well 
as we do and ought to have access to 
fresh water at all times. Corn is the 
feed rated above all others for pork 
making, but when growth is desired 
rather than fat, a more nitrogenous 
tation should be furnished. Tankage, 
ground oats, bran, shorts and skimmed 
milk are excellent materials to feed. 
Alfalfa and clover or rape and rye 
make splendid forage pastures. when 
it is possible to allow the pigs an open 
fertile field.—(F. C. Minkler, New 
Jersey. . 


The Bartlett pear is the best that 
grows.—[Harry El Rickrode, Adams 
County, Pa. 


All permanent soil improvements 
depend upon good drainage. Thor- 
ough tillage and proper applications 
of fertilizer cannot give the best re- 
sults without the proper regulation, 
when necessary, of the water in the 
soll. Drainage not only assists the 
soil to maintain a proper amount of 
moisture for the best growth of 
plants, but also enables crops to with- 
stagd drouth br encouraging a deeper 
root system.—[A, G. McCall, Ohio. 


The idea of @ national potato day is 
a good ane, both from the péint of 
view of the producer and the ton- 
sumer. The potato is a native Ameri- 
can and deserves the consideration 
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Jottings from the Farmers 
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American Agriculturisy 


cates that the ground at that placa 
.a5 many inches lower than the 2ro. ; 
at the level as the target is’ in... 
above 60, or vice versa. 


New Markets for Apple; 


Rapidly growing markets fo, high 
grade American apples are found in 
Argentina. During the year ended 
June 30 last, it bought from i), 
United States 49,179 barrels of app). 
valued at $261,121, compared to 5.) _ 
000 worth the year before and on), 
$75,000 worth four years ago +), 
consumption of apples not only in. 


s 





creased in Argentina but in yaryino 

im all Bouth Amefican ¢611), 
tries, where a taste for the bette, 
grades of American cppies has peop 


created, and is developing faster eyo, 
than the rapidly growing popul:tion 
During the summer of the southern 
hemisphere, the American apple s... 
son is at its hight in Buenos Ai;.x 
Here such American varieties a; 
Rome, King, Spiteenburgh, Stayman 
Jonathan, Delicious and Oregon 
utv are on display. Laree de. 
partment stores in Bwenos Aires fre. 


quentiy make attrective window ex. 
hibits of American boxed apples 
Smatier Argentine dealers buy apples 


at $5@7 p bex aad retail the fruit 
at Jc @2.50 p dow. Delicious apples 
running 56 to the box of 40 ibs re. 
tail at $1.75 p dea. Usually, Ameri- 


can apples are iabeled as coming 
from California, although practically 
all American apples which sell in 


Buenos Aires aré from the Wenatchee 
valley, Wash, Which a o exports pears 
to Argentina. Barreled apples 


from 


eastern states and N S are largely 
Ben Davis, used for culimary  pur- 
poses. 

Seasons in Argentina are exact 


the reverse of those in America, and 
fruits in season here are out of s¢ 


son there. Shipments to reach Sout) 
American ports from December ‘o 
April will meet seasonable demand 


Although Argentina also imports ap- 
ples from New Zealand and some from 
Europe, the North American apple 
trade need not fear other compcetito-s 
in quality and attractiveness of fru 
Growing markets also exist 
American nursery stock, 


Brazil Furnishes 80% of the wor! 
supply of coffee, 
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which you are planning that it shall 
have.—|[Charels S, Wilson, New York 
State Commissioner of Agriculture 





If You Know of any fellow who 
thinks he can get rich quick in Cali- 
fornia tell him to stay east. In this 


vicinity of $250 an acre land the 
farmers lost money last year. The 
crops were large, but prices low. Al- 


falfa hay in the field went begging at 


$4 a ton. Some farmers didn't irri- 
fate, as it wouldn't pay. Grapes were 
a den! loss, and here, only 25 feel 


above sex level, they were frostbitten 
along the middie of November. Work 
is scarce and not steady and the ac- 
commodations for farm help are very 
bad and unhealthy.—[{Harold E. 
Alley, California. 


Planning the Farm—aA saving of 
30% of time and energy in planning 
the frm work is entirely possible. A 
cons derable amount of time is wasted 
in uncertainty in doing work. Al! this 
can be eliminated by organizing the 
fermi work on a definite basis. If 
fe'ds are carefully arranged and 
cr ps planned for a series of years, 
there is actually no loss. The exact 
amount of seed can be secured oF 
cleaned from the previous crop, and 
as seeding time approaches the crop 
can be planted in a short time. !n 
addition to the amount of time saved, 
much added pasture can be secured 
without any cost whatever. in 4 
five-year rotation it is possible 10 
plen the work and the fields so that 
as soon as the grain crop is removed 
the stubble can be pastured with 
all kinds of stock. A well planned 
farm has clover seeded in the stubble, 
and this will afford pasture until late 
im the fall. As soon as the corn § 
harvested this can be pastured. Th? 
farmer who plans his farm work cat 
axccomplish 


with two men what 20°n- 
practical farmers cannot do with 
three.—[J. L. T. 


Mention A A When You Write 
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Saving work and time and making money with 
a Maynard Engine in the farm power 


Make money, ane work and time 
with a Maynerd Engine 


REE! 


a What Users Say * 


Kept Busy Filling Contracte 








All we claimed—and more — 
Maynard Gasoline Engine, re- 
ou jest fall, has been al} 





Our Growth 


Two years ago. we startedin an 
jonth, w 
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1e Greatest Money 


Saw your own wood quickly and 
© money sawing wood 
power omar 


corn for neighbors 


Book on Engines Publishe 


Write For Your Free Copy Today, 


book, Thén make thie test on your own farm at our 
expense, Try any size Maynard for 60 days, with- 
out sending us a penny. There is nothing on your 


Bon: you decide 6n any engine write for this free 


farm that will be of so much help to you, nothing that 
saves so much work, time and money as a good power 
outfit. It’s going to make a big difference to you 
whether you get 





the right engine or 
the wreng one. 75 BF hay 
There's a big dif- $ ested art seal 


as geome 
ference in cost— eke 


and a still bigger > 
difference in ser- gngine shows below 
wice. There is no Cre ss : 
longer any reason 
why you should 
take a chance of 
getting anything 
except the right 
power outfit. After 
this 60 days’ free 
trial, if you think 
there’s a better en- 
gine made at any = 
price, or its equal z 
at anywhere near 

its price, return the 
Maynard at our 
expense. You don’t 


send us acent. This 
60 days’trialis free. you try 
The best Gectde on 





wee 


There isn’t a §,..™ to a an paaine is to try it. We will 
° Denny engine 
farmer in the land ff Spee sstyie‘sitecs sce css bieed wesc acter 
who cannot rofit- | coupon or just a postal. 










end us no mo 
it 60 days FRE 








ably use a May- 
nard on his farm, Our Free Book will prove to you that 
wherever a Maynard goes, jt cannot help but save work, 
time and money, and make money for its owner, 


16 Big Features 


Our Free Book shows 16 big advantages possessed by 
the Maynard, all of which are found on no other engine. 
It tells just what these features mean—why they make 
every Maynard so strong, so economical and so depend- 
able. With your free book, we will send a Comparative 
Test Card which enables you to write down the merits 
of different engines alongside each other. This card 
makes it easy to compare every engine with the Maynard 


488 Stores Bldg. 





int by point, and feature by feature, so you can 
judge for yourself wherein the Maynard is different 
and why tt is better. 


Rated Horse Power at Normal Speed 


Actual factory tests prove that Maynard Engines 


develop greatly in 
excess of their rated 
horse-power. The 
14 H.P. develops 
13 H.P.; the5 H.P. 
size develops 6 
H.P.; the 9 H.P. 
size develops 10} 
H.P. and so on 
with all Maynard 
sizes. And this 
excess power is de- 
weloped at normal 
speeds. If we 
speeded up our 
engines as some 
others do, we could 
claim much greater 
horse power, Re- 
member, a speeded 
up engine is like a 
speeded up horse 
—all right for a 
little while but 
can’t stand the 
strain. With every 
engine, wesend the 
factory test sheet, 
showing what that 


engine developed just before shipment and at what speed, 


Divide the Cost by Eight 


Our book quotes low prices that save you $25 to $300 
cash, and shows you the safe, sensible way to figure 
Divide Maynard prices by eight, then 
divide price of cheap engines by three and you will 
arrive at the cost per year. Read why no engine at our price 
as the Maynard—why no engine at 
st longer. Mail coupon or postal , 
y. Just say, ‘‘Send Engine Book Free’’ y 
and it will come by return mail; postpaid. 


of * 
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What a Maynard 
Will Do 


Pumping Water. 

The Maynard engine will pump water el) 
day, saving hand pumping, making you 
independent of winds, saving you loads 
of time. 


Grinding Feed 
A Maynard 6 H.P. Engine will grind 160 
bushels of corn a day, medium fineness. 
The same work done by hand would take 
three or four days and no one on the farm 
wanta the job. With the Maynerd, you 
eave work, save time, save money, grind- 


Shelling Corn 
A Maynard will shell corn better and 
faster than 10 men, and do it cheaper, 
Shell eorn for neighbors too and boost 
your profits. 
Filling Silos 
The Maynard will fill silos of any alse, 
will run any make of cutter. You can 


any 
other engine because Maynard Engines 
ars under-rated, not over-rated, 


Sawing Wood 
Many farmers make big money sewing 
ine. Some 


own farm, then do it for neighbors. 


Other Work 

A Maynard wil! run the cream separator 
twice a day, run the eshurn whenever you 
need it, do the washing every week. It 
will run your workshop machinery, the 
grindstone, forge, drill, ete. It will 
operate any machine on the farm thet re- 
quires power, at minimum expense. 


Write Today 
Bend in the coupon or just © poste! for 
the Maynard 
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> John Skelton Williams, comptroller 
} eae currency at Washington, D C, 

fe administers’ the 
| 6 federal laws as to 



























































































national banks, 
He has required 
them to report 


quarterly during 
1915 the rate of 
‘interest they have 
charged borrow- 
ers for loans. Out 
of 7615 banks, 
1022 admitted 
that they were 
receiving an aver- 
age of 10% of 
more—some an 
average of 18% 
on all their loans. 
Conditions are 
worst in the 
northwést, gouth-. 
west and south- 
ern states, In 
one southwestern 
state 131 banks 
reported that 
they charged a 
maximum rate of 
terest ranging from 15 to 24% 
annum, 67 banks whose max- 
ona 6 rate charged between 25 
60%, 22 banks which charged be- 
3 60 and 100% per annum, 18 
Se nke. whose maximum rate was from 
3 O to 200%, and eight. banks which 
i . up. to having. charged--maxi- 
rates ranging between 200 and 
Most of these disgraceful and 
unprecedented rates were for compar- 
atively small loans. 
One ‘bank that charged farmers 25, 
- 50, 100, 360 and ‘as high as 2400%. 
Dake on it lost heavily on these 
at h rate to farmers, but its 
 wecord shows that in 15 years it had 


- Downright Robbery 
_T have im my hand, not to be shown, 
Comptrolier Williams, but I 


“it here for reference, the 
; | of a national bank im a certain 


‘West Virginia, four in 
Jersey and District of 
thee banks in each re- 

er, and only one in 





y other states in 
act, a rate as 

are Penn- 
Idaho, New 


oe im excess of 12% are charged 
they are usurious. ea; : 

e banks in Mississippi, New 
ond “Vermont, Rhode Island, 
; se Delaware and Wisconsin 




















ce of the ustry laws of their 
: ctive states. 

te, ' Improvement in Sight . 
- While the extortionate and amazing 
rates which have been charged by a 
“tew banks in most sections of the 
4 and by most banks in a few 
are subjects for profound 
and -must be rectified, I 
Lone ag to be able to tell 
that records show that 
of the national 
States are now 
on a 














, ‘and honorable plane, 


ble rates 
‘evince, by their methane and opera- 
“their earnest d6siré and deter- 
‘mingition to build up and promote not 
only the interests of their stockhold- 
ers, but also the welfare of the cities 
and communities in which their busi- 
ness is done. 


Consent -of All Necessary—C. B.* 
A man died leaving a will by which 
he gave the income, or as much of 
same as needed,.to his wife during 
her life, after which the property is 
to go to his heirs. Some of the chil- 
dren desire to. divide the property. 
Can it be done? It ean only be done 
with the consent of all the parties, 
including the wife. She is entitled to 
the income during her life, and can 
keep the property intact if she so 
desires. Any of-the children can sell 
‘his or her interest, but, presumably, 
a purchaser other than one of the 
heirs will not pay -what it is worth. 
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Farm Poultry 


1 1S HHA HUMOUR 
Community Circle for Eggs 


A co-operative plan to reduce the 
enormous waste now caused by care- 
less marketing of eggs has recently 
been outlined by the government. It 
is estimated that under the present 
methods of gathering and marketing 
eges nearly 8% of the country’s output 
is a total loss, Since the annual pro- 
duction of poultry and eggs in the 
country is valued at more than $600,- 
000,000, which is a sum equal to the 
walue of the hay or wheat crop, the 
importance of reducing -this loss is 
obvious. 

Phe. plan.calls for the organization 
of a community egg circle which is te 
include as soon as possible enough 
members to warrant the, employment 
of a manager. Bach member agrees 
to gather his eggs daily and in hot 
weather twice a day, to keep them in 
a cold place, and to deliver none more 
than seven days old. Ne eggs are to. 
be washed and the male bird is to be 
kept away from the flock except dur- 





- ing the mating season. 


The manager of the circle inspects, 
grades and markets; as a whole, the 
deliveries, which members make to 
kim, Payment is made to the mem- 
bers in_proportion to the number of 
eggs of each grade they deliver, bas- 
ing the amount upon the prevailing 


_ market prices, 


Such a system will enable the circle 
to make arrangements fer the deliv- 
ery of regular supplies to the_ best 
and most discriminating class of trade. 
Thé eggs may be put up.in attractive 
cartons, which can be turned into val- 
uable mediums of advertising. - ‘The 
increased returns encourage the -pro- 
ducer to devote more time and care to 
his hens. 


Double Story Poultry House 

For a small-fiock of fowls a piano 
box makes a very convenient poultry 
house, It cam be worked over in many 
@ifferent styles. Usually the affair is 
made only one story high. This is not 
as of economical space as the double 
story house illustrated herewith. Such 
a house will commend itself to those 
having very limited space. The sec- 
ond floor is placed about a third of 
the way up from the lower floor. It 
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Piano Box for Poultry 


may be made renievable so as to be 
readily cleaned—-siniply fit- loosely on 
four oF mére supports, such as 
brackets. The lid, d, should fit snugly 
over the frame and be easily raised 
by means of hinges. The fowls can 
reach this floor by walking up the in- 
cline, 4a. 

A trap door, 5, fits over the opening 
so the fowls may be confined in the 
upper floor when necessary. € shows 
the position of the roosts: These 
should be on trestles. about 18 inches 
high and be readily removable. D d, 
show the hinged fronts which may 
be raised or lowered at will. At each 
end is a window covered. with wife 
‘cloth, In the front is.a.glass age 


high. and aiso.a wite cl 


on-loans, and. 





MBS W, BAY 


The complaint is often heard that 


hens will not lay in the season when 
eggs are scarce and high in the mar- 
ket. Naturally this prevailing condi- 
tion in any-locality makes them high 
in price. In our neighborhood, corn 
and small grain make up the ration 
generally fed. However, we have 
demonstrated that a strictly grain diet 
in the winter, although a fat-produc- 
ing food, will not produce eggs. We 
make money on.our flock of Rhode 
Island Reds in the winter by feeding 
them an abundance of cabbage, tur- 
nips, carrots and meat scraps, A lit- 
tle finely chopped red pepper is mixed 
with the vegetables once or twice a 
week. Grain is only used as a midday 
ration. This is scattered in the sheds, 
the floors of which are covered with 
straw a foot deep. 

We are never troubled with sick 
chickens, which fact we attribute to 
the vegetables and red pepper. A 
quarter acre in vegetables will pro- 
duce enough to feed a flock of 5O 
chickens the entire winter. The lit- 
ter from the scratching pens 
burned, and new straw or leaves from 
the forest added. We keep the roosts 
thoroughly disinfected with Mme, 
kerosene oil or crude carbolic acid, 


“and scatter pulverized tobacco stems 


over the floors. Our fowls are always 
free from lice and have keen ap- 
petites. 


Thanksgiving Turkey Promise 
The opening of November finds 
fairly satisfactory condition in the 
turkey market, and in ‘prospects for 
Thanksgiving trade of the coming 
three weeks. October has not been a 
Wholly ideal month for maturing and 
finishing off turkeys. What is wanted 
during the next fortnight is some 
snappy weather with considerable 
frost. This should make conditions 

ideal. 

American Agriculturist is just com- 
Pleting its annual investigation of the 
turkey supply, together with pros- 
Pects, and finds these nearly normal, 
with fair promise for producers, Per- 
sonal investigation in- the wholesale 
poultry sections of such big distribut- 
ing centers as New York and Boston 
show that dealers are ready for usual 
quantities and hopeful for a good out- 
let, “There is considerable talk to 
the effect that the supply of turkeys 
for the Thanksgiving market will be 
somewhat less than usual,” said one 
of the leading Boston poultry dealers 
a few days ago, to an editorial repre- 
sentative of American turist. 

after all. I look for a normal 
supply to sell at reasonably good 
prices,” Receivers in New York city 
likewise expect a moderate to full 
supply, although it is a little early for 
— to offer more than a tentative 
idea. 

In general, growers through the 
middle west, which is the biggest 
factor in supplying the New York 
market, have had irregular weather 
for finishing turkeys. The supply 
from the northern middle west 
promises rather light, due to rain and 
@ warm October. On the other hand, 
the supply from the southwest prom- 

ises to be large, quite —, enough 
to co batauies the other terri . Texas, 
Oklahoma, and several er parts 
of the southwest have become an im- 
portant factor in recent years‘in sup- 
plying New York and the east with 
turkeys. Formerly thé steck received 
from that section was poorly fattened 
or not at all, but new the turkeys 
are well finished before shipment: 

The price for Thanksgiving turkeys 
last year ran. 21@26 cents.a pound, 
wholesale, on the New York market. 
At retail it was 30 to 44-cents. Poul- 
try receivers do not expect an ap- 
preciable change in this year’s quo- 
tations. With the probable moderate 
to full:supply of turkeys, the markets 
exhibit confidence and dealers talk 
good prices, perhaps around 23 to 25 
cents a pound. 

a 2 


Maryland turkeys 
cents a pound higher 
Minnesota or Wisconsin men es 
nearby turkeys from New Yo 
Jersey, eastern Pennsylvania 

few from Connecticut command <r or 3 
eents a pound premium. Maryland 





and nearby turkeys are usually fat- 
tened more carefully than western 
stock. Then, too, they do not need to 
be killed at as Satie Stake 2 ofaae fo 





Agrien! 2-is: 


’ Pahendea nna Kentireky are found in 


assoc 3 and in the large east. 

Brig has Philadelphia; Bait;- 

pod Whabianton. It takes about 

to. move a car of turkeys 

Fiat he ahem yen! by freight from St 

NewYork city; the cost is 

nt $2.50 per 100 pounds. To ship 

express, requiring approximate ly 

two days between the two points, the 
change is nearly double. 
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Who’s Who 


in Agriculture 


New County Demonstrator 
To forward agriculture in Cumber 
land county, N J, Warren W. Oley. 
former extension specialist’~in | fruit 
growing at the. New Jersey station, 
has. been appointed county - demon- 


nis 


SUUUAU EET 


strator.. He started upon the new 
work on Noyember 1. Mr Oley, who 
comes from 'WorténdykKe, N J, was 


graduated from the New Jersey state 
college of agriculture in 1911. Fol- 
lowing investigational work on soil 
fertility in’ Mexico, he... became 
superintendent of a poultry and dairy 
farm. In 1913, he went to-the ex- 
periment station, from which he con- 
ducted practical extension work of 


value to fruit growers. His new ad- 
dress is Bridgeton, N J. 
On a 110-acre farm in Monmouth 


is 
* county, N J, Kenneth M. Wyckoft is 


srowing 24 acres of potatoes, 25 of 
corn, eight each of rye and asparagus, 
six of tomatoes to be sold on contract, 
five of oats for hay, three of alfalfa, 
and two of sweet corn. In addition 
are -10 acres in woodland and several 
acres in mixed timothy and clover. 
At present, Mr Wyckoff is carrying on 
an interesting fertilizer experiment 
on his potatoes to see if nitrogen cas 
be eliminated from the commercial 
fertilizer used, provided legumes are 
plowed under the previous year. 
Other experiments with potash, Can- 
ada field peas and oats are being 
conducted. By so doing Mr Wyckoff 
is getting in touch with the highly 
specialized local conditions that must 
be met squarely in order to get the 
most profitable crops from each acre. 


One of the most interesting farms 
in southerm Ohiec is Honey Brook 
farm, owned by J. M. West of Cyn- 
thiana, O. Mr West has a herd of 
fine Duroc-Jersey hogs. . He. ships 
about 200 each year. He has a large 
number of prizes to his credit. Mr 
West's activity is not limited to hogs 
by any means. He has hives of 
bees, grows nursery stock and man- 
ages 186 acres of land. His farm is 
in a high state of cultivation. A few 
years ago it was poor. It is now 
producing banner crops. Two sons 
assist him in this work. Best of all, 
Mr West is a man highly esteemed 
by the people of his locality. Mr 
West is a constant reader of the Old 
Reliable American Agriculturist. 


An agricultural er 
Cornel! who is making good is 
Wheaton, who is farming 1000 Sooes 
of land near Summit, N J. Ags man- 
ager for a large concern, he employs 
about 26 men, and recently paid 
for a ditching machine. “I find the 
best market reports in American 
Agriculturist that I get anywhere,” 
he said. 


wT 
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Ohio welcomes Prof M. Cc, Kirk- 
ai ao of Pennsylvania, who on Octo- 
ber took charge of the extension 
a in poultry husbandry under 
direction of the Ohio state university. 
Prof Kirkpatrick for some years 
headed the poultry department at the 
Pennsylvania state college, which he 
butit up successfully so far as the 
finances of the college would permit. 
His field in the Buckeye state is a 
broader one, and his duties are more 
varied. 


West Virginia extends a hearty 
welcome to its newly appointed mem- 
bers of the college of agriculture. 
Among-them, this season finds J. J. 
Yoke from the university of Ilinois 
as assistamt professor of animal in- 
dustry. Im the same department is 
A. J. Swift from Iowa, while A. C. 
Ragsdale from Missouri and more 
lately from New Jersey has been 2p- 
pointed dairy instructor. He fills the 
mile fas ® of George L. Thompson, who 

returned to Iowa. 


The impelling force to awaken in- 
terest in_ sile building tm Harrison 
county, W Va, is W. D. Zinn, the 
county agent. Through his efforts 
about 30 silos have been erected re- 
cently and if his plams mature about 
100 more will be completed before 
winter sets im. Unfortunately it is 
hard to compute the money value 0° 
such service and attempts to capitalize 
such effort are fruitless, Nevertheless, 

irymen in/Harrison county in ad- 
Gden t to their personal esteem of Mr 

feel that his preachings havé 
Meant dollars to them. 
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Dutch-Belted Cow Seeking Her Breakfast 


The Dutch Belted cow is a relative of 
possesses most of the splendid characteristics of that breed. 


Holstein and 
It gives 


the popular 


large milk flow and many individuals are good butter cows. 


Operating a Home Dairy 

SAMUEL CLARENCE DEAN, BEAVER CO, PA 

Sixteen years ago we started our 
dairy farm on a hill farm, 11,500 feet 
above sea level, three miles back from 
the Ohio river. Our nearest local 
towns are Freedom and Conway, 
where the largest railroad yards in 
the world are located, The kind.of 
éairying in which we are most inter- 
ested and with which best acquainted, 
is shipping awhole milk as it comes 


from the cows, after being properly 
ecoled and aerated, 

We started with six cows, mixed 
brecds. We now have 14 head alto- 
gether. All but three of these are 
high-grade Holsteins, The herd is 
headed with a registered bull. We 


now raise the best heifer calves in- 
stead of buying cows as we used to 
do, when we could get good, fresh 
cows at from 25 to $40 a head, with 
ealf alongside. Good grade Holstein 
cows are now very scarce and high. 
We cannot buy a good grade, coming 
up to our requirements, now, for less 
than $100, 

I generally keep from 12 to.20 cows, 
depending entirely on our supply of 
feed. I have yet to see the dairyman 
that can buy all his feed and make a 
profit at the prevailing wholesale 
prices for milk at the farm, We get 
15 cents a gallon for April, May, June, 
July, August and September, and 20 
eents a gallon for October, November, 
December, January, February and 
March, less 1 2-5 cents for freight. 
We ship our milk to Pittsburgh, a 
distance of 24. miles from the farm. 
Five other dairy farmers besides our- 
selves, making a club of -six in all, 
haul the milk, week about, to the 
railroad station. This gives us nearly 
fuil time on the farm and enables us 
to do without a great deal of hired 
help, 


Stable Well Equipped 


My stable is equipped with steel 
stanchions and .iron stalls, cement 
managers and cement gutters behind 
the cows, a litter carrier for cleaning 
the stables and a manure spreader for 
spreading the manure. We have a 
high pressure water system, a large 
tank in the house cellar and water 
under pressure in the small building, 
with a cement floor containing an ice 
box, etc, We .cool the milk in the 
stable, and wherever else we want it. 
Besides,“ we have a good spring and 
trough nearby outside where the stock 
are watered when turned out on nice 
days in winter for exercise. We use 
a cooler for cooling the milk. In the 
summer time we run cold water 
through the cooler from a deep well 
ee by. 

ilk not immediately shipped is 
es in spring water, which never 
£0es above 50 degrees, after being 
placed or run into five-gallon cans, as 
it goes over the cooler, This is held 
until the next shipment. Shipments 
leave the farm each morning except 
Sunday at 8 o’clock, and_arrive at the 
destination about 10.30 o’clock. This 
fives the dealer time to retail this 
Same milk out by 12 o’clock, or to 
hold it and bottle, and. then deliver 
the next morning, which many of 
them do. Our main feeds are corn 
silage, clover hay, corn meal, cotton- 
seed meal and wheat bran and a small 
amount of salt. We get our. best silage 
from any well-eared variety of corn 
that will.mature in our latitude. We 
have tried all kinds; have. grown one 
*ariety over 16 feet in hight, We al- 





ways try to grow all the clover we 
can, 

Alfalfa, alsike, mammoth and com- 
mon red clover have given fairly good 
success. We cut alfalfa three times 
here ina season. We also grow cow- 
peas for summer or fail feeding in 
connection with fodder corn and 
pumpkins, Our shipments run any- 
where from 10 to 50 gallons of milk 
a day. We always try to have most 
of our cows come fresh in the fall, so 
that in summer time, when we have 
more other work to do, we will have 
less milk to care for, when the days 
are hot, the flies bad, and the prices 
are low. 


Cooking Feed for Stock 


Please advise if I can get better re- 
Sults from feed for hogs, poultry and 
cows by cooking or feeding in the raw 
stage.—IC, S. G. 

Here is a question that may call for 
Varying experiences, American and 
German chemists tell us that cooking 
does not add to the digestibility of 
general feeds for stock, unless it be 
in the case of potatoes or roots for 
hogs. On the other hand, the fact re- 
mains that some of the most success- 
ful breeders and feeders in the coun- 
iry practice cooking or steaming of 
food. This is sufficient evidence to 
encourage you in your plans, 

Chemists to the contrary, cooked 
feeds, as a rule, add to palatability 
and this is an important item in the 
feeding of stock as every’ breeder 
knows. Presumably, this is the reason 
that so many practical farmers find it 
pays to cook it. There are various 
cooking devices in the market which 
are low. in cost and thoroughly serv- 
iceable and you should write adver- 

[To Page 10.] 























most. 


separator or to continue the use of an inferior one. 


You can’t afford to wait until next spring. Let the De Laval 
start saving cream for you right now and it will earn its cost 
by epring. See the nearest De Laval agent at once, or if you 
de not know him, write us direct for any desired information. 





SEPARATORS 


Make Fall and Winter 
Dairying More Profitable 


HERE are special advantages in using a good cream 
separator during the fall and winter months. 
milk from cows long in lactation is hardest to cream, 
and likewise hardest to separate with an inferior separator. 

. - Moreover, cream.and butter prices are highest, so that 
the waste of gravity setting or a poor separator counts for 


The 















Then there’s the sweet, warm skim-milk for stock. feed- 
ing, alone worth the cost of a separator in cold weather. 


There is surely no reason to delay the purchase of a 


The De Laval Separator Co. 235 ssive7s oxen 
50,000 BRANCHES AND LOCAL AGENCIES THE WORLD OVER 
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PERFECT BARN EQUIPMENT 
MEETS THE CUSTOMER’S DEMAND 


for quality and makes 
Sanitary conditions an 
the way. fer the farmer or 
dairyman to acquire deserved 
_ prefits with decreased labor. 
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The Porter steel stalls, cow stanchions, 
door bangers, 
hay carriers, and other fixteres are 
a wledged leaders everywhere. 
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We offer expert adyice relative to 
> your remodeled or Hew barn with- 
e, out outigasen in any sense. Write 

the requirements and ask 


pa tor our free cata 09, 


. = : rfbes the World 
[aE E. PORTER COMPANY, 632 Fremont Street, Ottawa, m. 
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by Wormer I have done it for thousands of farmers and NM 7 
stockmen—I am doing it every day—I’li do it for you. All I ; F 
ask is the arty yt of sending you enough SAL-VET to last. 
all your stock 60 days, If it doesn’t do what I claim, Pll 
ua 4 cancel the charge. Don’t stand by and let worms 

i ofl pour plan and lane. Don’t jot yout Doge and sheep con- 
and die. Dcn’t It your horses and ca‘tle continue 
pa ta thin-looking as if fed on straw. Gcet.rid of the blood- 
one — are stealing yom Shi and ons = your 
and even sapping your animals’, lives away. rid your 
Look for Worms ! ck of these rous parasites—I'll'do it quick if you'll just 
Don’t let st h and intestinal | fill out the coupon below and mail i to me today. 
worms kill off lambs and pigs this 
Fests before they get the best of Fou, ‘g 
ow is the time to deal thema death- egcceee ct : 
blow. Don’t wait until they multi- ; 
= > 2 are bein eaten 
alive. “Accept my liberal fer; send PRI CES 
stock of worms before you risk a 
2 this letter: 

OFF. ant orders filled for less than 40 Ibs. on this 
had your The Great ‘ The Great Live ee ee ne etd BX or 
not lost one since Worm Stock Conditioner ares, <i . a for at * trial ere baned on 1 
pa EP by a SAL-VET isa god-send to every stock raiser. Being a medicated for euch bores or bead of cattle, ns pear ne we 28 
Ww.A. salt, (without Antimony) farm animals take it readily and thus doctor 

themselves. It requires no dosing—no drenching—no starving 98 ta a o™ Sen ae os os oe 
bother at all. It destroys the parasites that cause 90 per cent ot of Bee all li THE FEIL MFG. oo. 
stock d the'd digestion and makes all ae qa Dept 511 615 Me 
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faster on no more f . so tare pera feoay tos 
Send No Money — Just the Coupon ? Biase wa aes 
Just fil out dhe conpeu=tell mse how stuny head of stock ou have willowe you 
ding to d gu pay , i a 1 BROOD 0000000 ROTBEB .orcene cattle 
make a epecific report , 
owe me & penny. e Name. 
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SAMUEL ©, GIST, BROOKE CO, W VA 


One of our: best farmers became 
very much interested in a dairy he 
Was managing and would often laugh 
at a sheep man. After much per- 
suading we induced him to increase 
his live stock with a few ewes. He 
as well as many other good farmers 
said the place could not support any 
more animals. However, he did so, 


‘ andthe sheep were kept under his 


conditions without additional cost. 
The experiment was continued. Cows 
and sheep showed up even better than 
our own expectation. Friends and 
foes took off their hats, the sheep 
having won by getting a good living, 
where other live stock could never go. 

Farms where sheep are kept show 
a nicer sod, saving the expense of a 
man to cut weeds. With a little salt 
‘on the briars, the leaves will be eaten 
and the grass mulch about the root 

ved. The expense of having the 
Lig alders, briars and bushes killed 
‘is not only avoided, but these are all 


turned into wool and mutton, which 


we can sell. This changes 2 neces- 
gary expense into profit. Nearly 
every mearby farm can profitably 
keep a few sheep. Healthy ewes, 
‘Jambs, wethers and rams make the 
‘mutton both palatable and whole- 
‘some and thé wool smooth and 
strong. 

Legislation against West Virginia 
dogs 4s difficult to get. There are 
more farmers owning dogs than sheep 
nd it seems that every dog man 
wotes.. We put six or eight sheep 
bells to the flock, by which almost 
‘every move becomes known. We 
-think the dogs keep away from flocks 


: ering bells. 





New Books for Farmers 


Not big but full of meat. That ex- 
“pressed the situation in reference to a 
gplendid new book on Feeding Cows 
for Profit by Velancey HB. Fuller. Mr 


‘Fuller himself is not only a@ scientific 


‘feeder, but a very practical one also. 


‘ He has fed many famous herds 
herds and many famous cows, 
and’ when it comes to © com- 


. bining dairy feeds for best results, few 


men aré the equal of Mr Fuller, and 
certainly none his superiar. The au- 
thor has emphasized the value of such 
‘feeds as molasses, beet pulp and other 
‘feeds relatively new to the feeding 
public; All the practical phases of 
-feeding dairy cows are included in this 
book, making it-not only an authori- 
“tative manual, but a guide to be liter- 
ally followed in every dairy barn. The 
book is bound in leather. Price $1. 





Two new books of interest 
“on the ‘subject are: The World's 
Cotton. Crops. by Prof J. A. 
Toda of England and Egypt, a 
practical and commercial treatise of 
extraordinary value—$4. Tne Devel- 
epment and Properties of Raw Cotton 
,by W. L. Balls, gives. an interesting 
-aecount .of many important lessons 
,learned. from scientific and practical 
experience with the cotton plant in 
_Bgy pt—$2, Both sold by Orange Judd 
“company, 815 Fourth avenue, New 
York city. 


Mules vs Horses—There is a pre- 





#yalling notion that mules eat less than 


»horses. Riley, after a long experience 
with thousands of army mules, main- 
a mule requires just as 
muchas horses of similar dimensions. 


I» general an animal that eats little 


is a poor animal regardless of its class 
or kind, The mule manages to get 
. plong on poor feed given at irregular 


Antervals, but this neglect will be 
nufested. in ca conditions and effi- 





“Practical Dairy Rations—From the 


_ standpoint of-economy. and efficiency 
two kinds of roughage foods anaylé 
‘ratiOn. making for da 

of these should be of a 





“Animal Husbandry 
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leguminous nature such as alfalfa, 
clover “or cOWDeAaS to furnish crude 
protein and mineral matter. The other, 
rioher-in the starch or carbohydrates, 
Should be sucoulent in character, as 
for instance, corn silage ‘or roots® 
These classes of roughage should pro- 
vide from 70 to 80% of the neces- 
sary carbohydiates and from 50. to 
60% of the protein: The femaining 
portion of -the - ration. should be 
supplied by the addition of grain. con- 
centrates, two or more. kinds being 
preferable and ranging in quantity 
from three pounds to 10 or 12 pounds 
daily, depending upon the quantity of 
milk yielded and the stage-of the iac- 
tation period 


Cooking Feed for Stock 

{From Page 9.] 
tisers for further information as 
to the kind and sizs to buy.. C. 
J. Hurley, a farmer, after using 
one of these cookers, reports enthus- 
siastically that stock shows increased 
thrift, J. W. Roats, another farm- 
er, cooks feed for stock, includ- 
ing chickens. He claims that the feed 
goes farther than when given raw. He 
cooks rye, potatoes, turnips and corn 
for his pigs, 

An Ohio farmer gives following expe- 
rience with cooking feeds for hogs: “I 
have had litters of hogs that averaged 
a trifle over a pound a day dressed at 
from six to seven-months, My best 
success was with a litter of seven pigs 
fed three parts ear corn and one part 
whole wheat ground together and 
then cooked. from morning until even- 
ing or from evening until morning. 
At six months and three weeks these 
seven hogs averaged 240 pounds each 
dressed. In cooking feeds for hogs be 
careful not to overfeed. A feed cooker 
will save feed and many times its cost 
if intelligently used. The question is 
whether a farmer can afford to feed 
hogs without one.” This and many 
other experiences which might be re- 
told indicate that you are safe in buy- 
ing one of the numerous cookers in 
the market, 


Making Most of Fair Grounds 


How interesting are the fair grounds 
and buildings during the exhibition! 
But how uninteresting, how almost 
worse than useless are they during 
the balance of the year! Taking the 
country as a wholé, no property is 
so poorly utilized as fair grounds and 
exhibition buildings. This is a form 
of extravagance that should not be 
permitted. There are various ways 
in which fair buildings and grounds 
can be utilized for a considerable part 
of the year. Demonstrations of farm 
machinery and household apparatus, 
live stock sales by auction, occasional 
or regular entertainments or recre- 
ation, experimental plots planted to 
different crops, field: day meetings of 
young and old (perhaps. under the 
auspices of the county improvement 
league). Thése are but a few of 
various plans which are entirely prac- 
tical _for profitably utilizing fair 
grounds and buildings during much 
of the year. In a few places an ef- 
fort is being made to combine the 
idéa of a county or village park with 
the fair outfit. 

The latest development is to com- 
bine manufacturers’ and industrial 
exhibitions with agricultural shows, 
After the farmers’ annual fair is over 
with, the buildings are used for an 
exhibition of the industries of the 
county or of manufactures of interest 
to the whole public. The latest idea 
is that some at least of the fair build- 
ings should be so built that they can 
be kept warm in winter and utilized 
for ‘winter shows, auction’ sales, 
demonstrations, institutes, etc. Some 
fair grounds and buildings are utilized 
as pleasure parks and amusement 
centers, such as the familiar “white 
city.” A little originality, a spark of 
genius, some work and a good deal 
of enthusiasm will make it possible 
for the fair grounds and buildings to 
be a source of profit and pleasure 
most of the time during the 51 weeks 
out of each year that the same are 
not required for thes@nnual fair. We 
have--in. mind severak«places where; 








= grounds and 


snug ental as 

houses this summer. 
to make more 

stant and Atable use 

reine! along the lines 


above suggested 


Our Velataeny Adviser 

ElAoody Milk—cC. R., Pennsylvania, 
has a cow that freshened in July that 
occasionally gives bloody milk, and 
also some slime is noticed in the sep- 
arator. This condition is due to an 
in ation of the udder, very likely 
caused by feeding too much rich 
I would suggest that the 


be udder be considerably 





well rubbed 


> milking, and 
give in feed once a day for a week a 
tablespoonful of saltpeter. 





lack of Vitality — W. J. S., New 
York, has had difficulty in raising 
pigs. Of a littlé of 13 in the spring, 
only three came alive, in Sept, a litte 
of 18 from the same sow came al 
alive, but at present only nine are 
living and more are expected to die. 
They at first have sore eyes, later 
the feet swell, this swelling extending 
to the body, and they soon die. I 
suspect. this to be due to lack of 
vitality, weakness of the heart and 
other vital functions, and should ex- 
pect it to trace to either sire or dam. 
If sow is bred again, secure the serv- 
ice of a strong, well developed, pre- 
potent boar, and await results. 


os to pay 
of the 


Americah Agriculturist 
Our Legal Adviser 


for Horse—J. T. vV., Penn. 
syivania; Through the negtigenc. of 
a rallroad company @ horse wa, 
killed. Cam the company be com 
for the loss of the Use 

horse from the time it 4, 
Killed to the time of settlement? it 
cannot. It is liable oniy for the ya), 
of the horse at the time it was killeg 


Wite’s Ciaim—J. A. 8, Penns;). 
vania: if a man should die, leaving 
& wife but no children, what shar, 
of his property will she take, and 
could he deprive her of it by will? 
She will be entitled to the whole {, 
the amount of $5000, one-half of th, 
remaining real estate for life, and 
one-half of the remaining persona! 
property absolutely. If her husbang 
should make a will giving her less, 
she could waive its provisions. 


Not Idable—H. S., New York: 4 
person traded his horse for the horse 
of another person. He noticed at 
the time the horse coughed and men. 
tioned the fact to its owner and s ug. 
gested it might have the heaves. He 
answered that it did not, but had a 
cold and a little medicime would cure 


it. The present owner now finds the 
horse has the heaves. Can he compe! 
the former owner to take it and re. 
turn the. one he formerly owned? 


Probably not. Apparently there was 
not a warranty. that the horse was 
sound. The statement of its owner 
may have been merely an opinion, 














Results Speak for Themselves 
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accomplish better results. 
Worcester, Mass., July 15, 1915. 


Gentlemen: — 
We have been using your molasses feed 
for the past year with the very best results. 


Evety horse we own has improved since 
we started feeding it, in fact one horse has 
gained Sts. > -galnaaemaa 


(Sea) ) DOHERTY COAL CO. 





DUTCHLAND COLANTHA AAGGIE Neg we a Sony No. 110176 
Owned by D. W. Field Farm Co., Brockton, Mais. 
(Xtra-vim used in her Test Ration) 
fre hp milk, ah ehe. op butter ip 3 


Milk in one day 1046 “ 
A daughter of Colantha Johanna Lad’s, who now has 23 daughters that average 
601 Ibs. milk in 7 days. Twenty-one average 26.10 + ont butter in 7 days, a record 
unequalled by the daughters of any other sire living or de 


Xtra-vim is NOT a protein and fat combination—IT IS DIS- 
TINCTLY NOT THAT. Xtra-vim Feed is a product that, when 
properly fed in conjunction with protein and fat rations, will 


pula 


ould’nt you like a copy of our latest Feed Book? 


XTRAVIM MOLASSES FEED C0., 


«2 


FEED 


1738 Milk Street, Boston 











No matter how old the case, how : 
‘a what other treatment b 


tions, Sesser as 
seme piece 








SUCCESS 
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NEGLECT 
Will Ruin —- 
_ _ \i Y 3 Package 


guaranteed to give 
safietact! 
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MUMEBAL WEAVE REMEDY CO., 451 Fourth Ave., Pittsburg, Pe 











Write for Free circular telling 
ebout Trumans’ Embrocation 
— Colie Care, Page 
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Co. Dept 10 Bushnell, MH. 
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BEST MADE 
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ILSON BROS., 
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such buildings have yielded quite a 





Ppameets 


Improved Parcel Post Egg Boxes 
New Flats and Fillers—New Egg Cases 


SEND FOR FREE CATALOGUE DESCRIBING OUR 


MODERN POULTRY EQUIPMENT 





H.K.BRUNNER, 45A Hamison Street, _N. Y- 
Feed Buyers Save ve Money Mixed ncn 
Grain, Cottonseed, Gluten, Salvage. 


prices. BARTLETT CO., - JACKSON, MICH. 


Clean Milk 


By 8. D. BELCHER, M. D. 


In this book the author sets forth practical 
methods for the exclusion of bacteria from milk. 
and how to prevent contamination of milk / 2 
Illustrated. at 


the on to the consumer. 
inches. 146 pages. Cloth 


Orange Judd Company 


315 Fourth Ave. ork 
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A Libel on Butter 


I learn that some of ‘the creameries 
in Minnesota are not what they sheuld 
pe. We are going to get after the 
ereameries in New York state, also. A 
federal inspector in Minnesota told me 
of a case where a man was killed by 
the explosion of gases in a can of sup- 
posed cream in a dairy in. that state. 
We have pure food laws and regulations 
for the purity of milk. We have milk 
inspectors and we ought to have proper 
inspection of creameries. Cities are 
now getting good milk. Where does the 
poor milk go? The dirty milk goes into 
butter. We will make it our business 
from now on to look into the butter sit- 
vation. They talk about the bacteria 
eount of milk, but they have done 
nothing about’ the bacteria count of 
butter.—l Newspaper Interview with Mrs 
julian Heath. National President House- 
wives’ League. 

Above is the sort of guff that “‘goes’”’ 
among city women who do not know 
any better. Yet a person who shows 
such ignorance as Mrs Heath deciares 
that she is going to “clean up cream- 
ery conditions throughout the coun- 
try.” Demand is hereby made upon 
rer. to furnish the full name, official 
title and postoffice address of the fed- 
cral inspector whose alleged statement 
she repeats. The cheap talk quoted 
has been reprinted in numerous city 
rewspapers that are equally ignorant 
of country conditions. 

The result is to convey to the minds 
of consumers the idea that butter 
from American creameries, and espe- 
cially in Minnesota, as a rule is made 
under. conditions which are not sani- 
tary. The caréless city reader of such 
guff as that above quoted may easily 
be led to condemn Minnesota butter, 
and to be suspicious of New -York 
state creamery butter. The broadcast- 
ing of such false impressions may in- 
jure the market for the butter of 
these two great states, Such a libel 
may cause a greater loss to the cream- 
ery interests than can be made up by 
years of effort in running down the 
hie. 


Suggested Plan for Raising Beef 
{From Page 3.] 

Some changes of course have been 
made during this time, but a num- 
ber of the animals that were started 
on the original experiment are still 
used. These cows have received 
nothing but corn silage and one 
pound of cottonseed meal a day 
during the winter and blue grass pas- 
ture during the summer. These cows 
are in excellent condition the entire 
year and are producing good, strong, 
vigorous calves, 

We have been developing the calves 
by the same method of feeding ex- 
cepting that we have increased the 
alNowance of cottonseed meal, The re- 
fults that we have obtained are ex- 
tremely gratifying to us. We have 
kept a record of the cost of maintain- 
ing the cows, including costs as inter- 
est on investment, labor, feed and the 
service of bull and service fees. We 
bave found that it has: cost approxi- 
mately $30 a year to maintain a beef 
animal. In return for this the cows 
are expected to produce a calf up to 
the time of weaning. These calves at 
weaning time weigh from 450 to 600 
pounds a head. With the present price 
of feeders you can readily see that it 
has been a paying proposition purely 
from a beef production standpoint.— 
[W. H. Tomhave, Pennsyviania Sta- 
uon. 








Eye Deceiving—That the scales and 
Babcock tester are still better judges 
of the performance of a dairy cow 
than the human eye is indicated by a 
report from Manager Barlow of the 
Oisego county’ farm bureau. He states 
that at the bureau exhibit at the 
county fair he had two grade Hol- 
steins from the Cooperstown cow test- 
mg association, . Each animal was 
seven years old and each had fresh- 
ened at about the same time with con- 
ditions a little in favor of the poorer 
cow. About 60% of the visitors at the 
exhibit guessed the poorer. cow to be 
the better, though the records showed 
that she-made a profit: of only $69 





over total feed cost, as against $132 
for her stable mate. The cost of feed: 
was $54 and $74 respectively. 


How Much Grain for Cows?—A 
good general rule in feeding dairy 
cows is to supply one pound of grain 
for every three pounds of milk yield- 
ed when the maximum amount of 
milk is being produced. As the period 
of lactation advances the grain may 
be decreased so that but one pound is 
fed to every four pounds of milk 
yielded, 





Milk Is Secreted in the udder from 
blood serum, A big yield of milk is 
dependent upon good health and rich 
blood, The udder is both a factory 
and a storehouse, It consists of many 
hollow spaces or cavities of varying 
sizes, muscular tissue, cells, veins, ar- 
teries, nerves, lymphatics and con- 
necting canals, The blood is the raw 
material, the cells the manufacturing 
agents, the nerves the power or stim- 
ulating forces, and the canals the 
tracts of delivery. 














Holstein Oxen: Weighing 3900 Pounds 


These ‘Holstein oxen at six years of 
age weigh 3900 pounds and are un- 
usually well broken. They were 
rae and are owned by Hiram A. 

al 








MOTHER’S “NOTIONS” 
Good for Young People to Follow. 





“My little grandson often comes up 
to show me how large the muscles 
of his arms are. 

“He was a delicate child, but has 
developed into a strong, healthy boy 
and Postum has been the principal 
factor. 

“I was induced to give him the 
Postum because of my own experience 
with it. 

“T am sixty’years old, and have 
been a victim of nervous dyspepsia 
for many years. Have tried all sorts 
of medicines and had treatment from 
many physicians, but no permanent 
relief came. 

“T used to read the Postum ad- 
vertisements in our paper. At first 
I gave but little attention to them, 
but finally something in one of the 
advertisements made me conclude to 
try Postum. 

“I was very particular to have it 
prepared strictly according to direc- 
tions, and used good, rich cream. It 
was very nice indeed, and about bed- 
time I said to the members of the 
family that I believed I felt better. 
One of them laughed and said, ‘That’s 
another of mother’s notions,’ but 
the notion has not left me yet. 

“T continued to improve right along 
after leaving off coffee and taking 
Postum, and now after three years’ 
use I feel so well thet I am almost 
young again. I know Postum was the 
cause of the change in my health and 
I cannot say too much in its favor. 
I wish I could persuade all nervous 
people to use it.” 

Name given by Postum Co., Battle 
Creek, Mich. 

Postum comes in two forms: 

Postum Ocereal—the original form— 
must be well boiled. 15c and 25c 
packages. 

Instant Postum—a soluble powder 
—dissdlves quickly in a cup of hot 
water, and with cream and _ sugar, 
makes a delicious beverage instantly. 
30c and 50c tins. 

Both kinds are equally delicious 
and* cost about the same per cup. 

“There’s’ a- Reason” for Postum, 

—sold by Grogers. 
mis 




































Dried Beet Pulp may be used in a variety of 
ways. Some dai: mix it with cottonseed mea’ 5 hee 
with Gluten F Distillers’ Grains, Brewers’ Grains, et 
- use it to improve the roughage, especially where the 
ghage e is of rere quality. Inthe far West it is invari- 
abis fi with In the Cornbelt, with sil As 
FAK. pm ag vegetable food, it makes a ighly 
ble ration. Cows relish these fresh, thinty sliced 
dried roots, eat them greedily, thrive on them, pro- 
duce more mi" and keep healthier. 
nefi A Cooling, Laxative Ration 
Benefits DRIED BEET PULP is 
not a heating and 
binding food like corn 
meal. On the contrary, it 
has a gentle tonic affect on 
the entire digestive system 
is cooling and relaxing. 
bowels are kept in just the 
right condition and it AIDS 
in preventing udder troubles, 
Fully three-fourths of all 
the great world’s records 
for high milk production 
ie in recent years have 
enables been made with DRIED 
Gnienal to ast f fall benefit Sa BEET PULP as a part of 
everything she eats. the ration. 


TRY DRIED BEE T PULP NOW 


—ORDER FROM YOUR DEALER 


It will pay you to feed DRIED BEET PULP. Feed it in the 
way best suited to your conditions. You will be tified with the 
results that show in the pail and in, the po of your herd, 
It is “like June pasture the year ‘round 
Feed dealers are booking orders now; av: oid disappointment 
and delay — speak to your dealer at’ once. “Order th the 
genuine “‘Larrowe’s”—best in quality. See that our 
trade mark and guarantee tag is on every bag. 


The LARROWE MILLING CO, 


Gillespie Bidg., DETROIT, MICH, 
w. Orders Filled 
actories 



















































How Beet Pul 
DRIED BEET PU 
is more than just a 
=. It — an AID to 

e digestion at a 
Gate, Wien the BEET PULP 
into the ober . stomach it P goes 
absorbs five or six times it 
own bulk of moisture giv- 
ing  naanate to the entire 


















it Toenens up all the parti- 
cles of food — makes — 
tion easy — 









































high carbon steel, WOOD 
LINED, chain hanging and flexible, Our 
full line of Sanitary Stalls, including 
Harris New Adjustable, stands for perfect 
cow comfort. Economical, easily installed. 
} FRE ILLUSTRATED CATALOG de- 
| scribes our complete line of labor- 
y) saving barn equipment. rite for it today. 


HARRIS MFG. CO., Box 70 Salem, Ohio 


IT PAYS mS DEHORN 
horned cows give more ae: take 
 nnenmnpncend os oad 
ed steers fatten oa and 
are not dangerous. Horns cost 
Money; remove them with the new 


Improved Keystone Dehorner 


—* cleanest, strongest and most 
Satisfactory. Clean, shear and sliding 
cut; no crushing; no bruising. Money 

guarantee, Send for booklet, 


Mi. T. Phillips, Box 102 Pomeroy, Pa. 


x4 CARRIAGE WHEELS | 
‘ Tires, $16.60; Tops, $6.50; “ 
iene ere ties |MOLASSES ‘Senta 


Spult WCKORY WHEEL CO.” ‘IN0CSL WEW YORK MOLASSES CO., Dept. A.A, 30 Chavch St., New York C.tp 


DOWN and 
One Year 
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Greatest Sweet Potato Crop’ 
Southern farmers have awakened to 
the fact that a year ago they were 
carrying their eggs largely in the cot- 
tom basket and must diversify their 
crops. They turned in a considerable 
youd of states to increased acreages 
sweet potatoes, with the result 
i the 1915 crop for the United 
States is the greatest in the history of 
the country. It will total 64,800,000 
bushels, says a federal bulletin, against 
56,574,000 bushels in 1914, and 59,057,- 
000 bushels in 1918. The biggest pre- 
vious crop was 59,938,000 bushels in 
1910, Not only was the total acreage 
planted to sweet potatoes largely in- 
creased, but this year shows the great- 
est average production per acre in the 
history of the country of 98.1 bushels. 
Most sections were able this year 
to ship sweet potatoes to buyers who 
will store them, In fact, a consider- 
- able portion of this year’s crop will be 
sent north later in the season to meet 
the known scarcity of Irish potatoes, 
due to blight and rot. This will tend 
te maintain prices well even under a 
larger than normal production, Prices 


Potato Crop and Market 
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due to absence of imports owing to 
war. 

It is not generally known, however, 
that without the denatured alcohol or 
potato alcoho! distilled from this crop, 
Germany might be forced to quit 
fighting. Such alcohol is the fuel that 
drives the engines that make muni- 
tions or haul auto cars or do other 
work, Potato spirits take the place 
of gasoline. The mash remaining after 
the alcohol is extracted produces beef, 
mutton, wool and milk, But for this 
source, the meat supply of that coun- 
try would be still more seriously cur- 
tailed, 

Germany is able to make war large- 
ly because of the humble petato. 


Potato Day Endorsed 


I certainly would be heartily in 
favor of any program which will bring 
before the people of this country 
methods or means by which our agri- 
cultural crops can be used to a larger 
extent. This sort of a propaganda de- 
voted to our different crops should be 
more systematically carried out. The 
apple propaganda which has been con. 









Sweet Potato Production in the South and the United States 


[United States department of agriculture.) 








701s... 1014 1913. 
r <r — en, 
Acres Yield, bus Acres Yield, bus Deofarm ores Yield, bus Das farset’ 
Jersey «2... seou0 22,000 23,000 90.78 
eesvceee 31,000 33,000 70 
76,000 80,000 61 
48,000 50, .75 
79,000 $F -68 
49,000 1, 75 
10,000 9.000 94 
25,000 20,000 80 
63,000 70,000 67 
50,000 55,000 62 
59,000 60,000 70 
*t000 77.008 roe 
18,000 20,000 -80 
803,000 625,000 728 





bid ‘to growers vary from 65 to 85 
cents per bushel for well matured, ex- 
cellent keeping potatoes. 

Active demand has been noted 
throughout the South and at northern 
points for sweet potatoes this year. At 
St Louis, Cincinnati, Chicago and New 
York, principal distributing points, 
current receipts are cleaned up closely. 
In general, sweet potatoes should find 
good outlet at prices well up to those 
of recent years. 


Timely Sweet Potato Hints 


The last of the sweet potato crop is 
being harvested through the southern 
half of New Jersey. The deficiency in 
potash has had no apparent effect 
upon the yield. However, diseases at- 
tacking sweet potatoes present a se- 
rious problerh. During recent years 
they have caused vines to ‘go down” 
during the summer and have been 
responsible for rot in storage. R. W. 
DeBaun of the New Jersey station 
advocates that preventive measures 
for next year’s crop begin at digging 
time this fall. 

In selecting seed from the best hills 
for shape, size, color and number of 
prime potatoes, caution is used not to 
select hills infected with brown stem. 
‘This disease may be easily detected by 
splitting the vines at the top of the 
ground where they branch. Those 
hills whose vines show even a slight 
brownness are best discarded. Potatoes 
saved from diseased hills produce in- 
fected slips in the seed bed. 


Making War on Potatoes 

The imperial German government 
announced last week that its potato 
crop of 1915 reaches the enormous 
total of 2,200,000,000 bushels. This is 
one-third more than usual, It is more 
than 30 bushels per capita of the pop- 
ulation in German 








Its immense potato crop is relied up- 
on to make up the shortage of other 
focds for man and beast in Germany, 


BUSINESS NOTICE 
“Hor the L Bowker’s 


” AW; i aber me earth and 
ae | Bose who un it.”——[ Advertisement. 











cucted within the last few years, call- 
ing the attention of the people to the 
better methods for theeuse of apples, 
has had good results, and I see no 
reason why the same thing should not 
apply to potatoes.—[ Wilfrid Wheeler, 
Secretary Massachusetts Board of 
Agriculture. 

I think the idea contained in your 
potato day proclamation is a most 
excellent one, and you should be ac- 
corded enthusiastic support by all who 
appreciate the superlative importance 
of the potato, Your proclamation con- 
tains so many-excellent suggestions, so 
well condensed, that I would deem it 
impertinent to attempt to add thereto. 
Count me as a booster for potato day. 
{Seth Maxwell, State Commissioner of 
Agriculture, Montana, 

It is a pleasure to indorse your idea 
of a national potato day November 25. 
Our people are hardly aware of the 
food value of the potato, and it should 
play a more prominent part in our 
national dietary. I believe it would 
also be fitting to include in this propa- 
ganda some suggestions or methods of 
handling potatoes so that their eating 
qualities may not be impaired.—[BE. 8. 
Brigham, Commissioner of Vermont 
Agriculture, 





The Potato Situation 


Spotted potato conditions prevail in 
New York state, according to late ad- 
vices, Harvests are completed, and 
while in the main growers report 
greatly reduced yields, they claim 
such stock as they will have for ship- 
ment is of sound quality and should 
bring best prices. Varied conditions 
prevail in Maine, where in one or two 
sections growers report considerable 
rot in fields, others not enough pota- 
toes for home trade in the county. 
Movement of the crop continues into 
storage, except for potatoes showing 
damage, which are being rapidly dis- 


posed of. Prices to growers remain 
steady 65@75c p bu in New York 
state and $1.65@1.75 p bbl in Maine, 


Very great care must be used in 
storing potatoes hurt by blight, ac- 
cording to the New York state college 
of meagre as a blight rot 
operates i idiy under moist and tem- 


perate ons, Careful 


temperatures are a necessity if 


holder expects 
midwinter or spring. 
. Notes From Growers 
Western New York potato crop 
practically harvested, yields most 
uneven, some fields to 60 bus p 
in same terri- 
eeping weil, no rot. 
Although yield is light quality never 
a aang FPF. D. Honeoye Falls, 


Potatoes of good cooking quality, 
practically no rots. Local market 
overstocked because of heavy arrivals 
from Maine, present prices $1.75@2 p 
180. Ibs —_[M. H. 5&.,, Washington 
County, N Y. 

One-half marketed, yield 10 to 30 
bbls p acre, no rot. Present price ic 
Pp iIb—tfW. P., Rensselaer County, 
N 


z. 

Yield about one-third crop, stock 
good, acreage — prices 60@70e 
p bu to farmer.—[J. 8. S., Rensselaer 
County, N Y. 

Buyers offering 7ic p bu, few sell- 
ing, as potatoes will got Yield 
averages 25 to 75 bus p acre.—[R. M. 
H., Erie County, N Y. 

In Maine Potato Ficlids 

Potatoes keeping good, no rot, 
farmers holding, price $1. 65@1.75 p 
bblL.—[E. 8. C., Presque Isle, Me. 

Not more than 50 to 60% full crop, 
yield very uneven, 20 to bus, some 
rotted in fields “not worth digging, 
price 70c p bu.—[F. A. M., Piscata- 
quis County, Me. 

Not enough potatoes for home trade 
in this county. Three cars shipped 
in last week sold at $1 p bu at car. 
{H. F., Cumberland County, Me. 

Present prices at loading stations 
$1.65 p bbl. Potatoes keeping fine, 
all harvested in first-class condition, 
60 to 70% of normal crop, growers 
selling freely, no frosted or rotted 
potatoes here.—[J. N. D., Aroostook 
County, Me. 

Not as many acres planted to pota- 
toes in this section as formerly. Some 
got fair crops, but most below, average 
40 bbls to acre and small at that. 
Most farmers have finished digging 
but are not rushing potatoes to mar- 
ket.—[A. C. W., Kenduskeag, Me. 

Potatoes in car 65c, very few mov- 
ing, are keeping well, no rot, farmers 
expect higher prices. Many farmers 
not getting nearly as many as they 
thought before digging.—[C. E. 5&., 
Thorndike, Me. 

From Western Growers 

Potatoes almost a failure, many 
farmers buying for own use, average 
20 to 60 bus p acre. Potatoes sellin 
in farm wagons in Detroit at 90c@$ 
Pp bu—[J. J. S., Wayne County, 
Mich. 

Potato crop smallest in years, due 
to early frost damage, not more than 
40% crop in this state-—[E. M. C., 
Sherman, Mich. 

Just finished digging, potatoes mov- 
ing slowly, considerable rotten and 
frost-bitten stock. Buyers pay 35@ 
43c, according to quality, less gota- 
toese being held by growers.—[J. H 
M. N., Juneau County, Wis. 

Crop less than half of normal, frost 
and blight, not many for shiprient, 
some few being stored. Bid price is 
ata bu.—[J. W. S., Price County, 

is. 


Weather warmer, more favorable 
for drying potatoes, some hardly 
worth digging on account of rot and 
late spring planting. Farmers ac- 
cepting 832@35c p bu.—[S. F. C., Bar- 
ron County, Wis. 

At New York, potatoes in liberal 
supply and held steady, demand only 
Hon gptmapnre f active. Maine potatoes in 

bulk quotable at $2.50@2.65 p 180 Ibs 
or 2.35@2.40 p 168-lb bag, state and 
— in bulk 2@2.25 p 180 Ibs, or 2 
p> ag, I, F 2.25@2.75 p bbl, Jersey 

75@2.25 p bag, southern sweet po- 
tatoes 1.25@1.75 p bbl. 








Winter Cover Crops Valuable— 
Winter cover crops are valuable be- 
cause they protect the soil from wash- 
ing, prevent the soil from blowing 
away, prevent soluble plant food from 
being lost by leaching, furnish winter 
and early spring grazing and enrich 
the soil by adding vegetable matter 
and humus. The legumes also gather 
nitrogen from the air for the building 
up of the soil. 


Fall Plow Tobacco Land—A long 
step will have been made toward 
controlling the tobacco cutworm if 
all land intended for this crop is 
plowed in the fall, according to James 
Johnson of the Wisconsin college 
of agriculture. If these pests appear 
in the spring they can be killed off 
by scattering poisoned bait over the 
field a day or two: previous to trans- 
planting. A bran mash in which 
paris green is mixed, has been found 
effective. 


Be Careful to put no writing, in- 
structions, etc, inside of packages 
shipped by parcel post. Where this 
is done the whole parcel may be sub- 
jected to letter postage. Many ship- 
ments of raw furs from producers tu 
city merchants have been held = 
for this reason and subjected to ez- 





i to sell sound stock in‘ 





cegsive postage. 



























































Free Building Plans 
which will prove helpful in exect- 
houses, silos or eny 
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. 
Pine 
“The Wood Universat”’ 
these led 
wih ous of wee os 
varied utility f lor nearly 
If you cannot locate a dealer 


in your jooemny, write we 


direct. ND FOR THE 
8B T TODAY® 


























































































are certain if— 


you first cleanse seeds of smuts by 
the most scientific treatment, as recom- 


mended by the U. S. Department 
Agriculture— 


Fopislntige 


This powerful disinfectant destroys grain 
smuts and fungus growths. It prevents 
flax wilt, also scab and black-leg on po- 
_. Rids stables and chicken houses 
germs and flies. No up-to- 
a farmer should be rng a supply 
of Formaldehyde—the best bears the 
Perth Amboy Chemical Works label— 
35 cents in pound bottles at your dealer 
with complete directions. Big illustrated 
hand-book sent free on request. 


PERTH AMBOY CHEMICAL WORKS 
100 WILLIAM STREET NEW YORK . 























Barn m Plans and Outbuildings 


Two hundred and fifty-seven illustrations. 

A most valuable work, full of ideas. sus- 
. plans, etc., for the construction of 
outbuild by practical writers. 
Gevoted to the economic erec- 
grain barns, horse 

shee corm 


are 
ho dog houses, 
ventilators, roofs and 
‘astenings, worksliops. poultry ‘houses, 
nure barnyards, root pits. etc. 
Dages. SND ERMMeceseccwese ses ran 
ORBANGE JUDD COMP 
Ashland Bidg-, 315 4th Ave., ew York’ 
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Better Country Schools 


speaking to. the publie scheal teach- 
ers of Essex county, N Y, I made an 
effort to say 
they had a two- 
fold interest in 
the farm as 
teachers and in 
better pay for 
their services. 
However much 
we may desire 
to divorce 
money from 
ideals we da 
not succeed. 
The best 
teachers drift 
into the high 
salaries and it is 
just and right 
that they should. Peor teachers and 
good pay or good teachers and poor 
pay make a combination ill-fitted to 
get results. 

Our rural schools have been neg- 
lected. They sheuld be the best. They 
are now the poorest, They will be 
better just in propertion to the in- 
crease in farm revenue. The rural 
school is surrowmded by the best lab- 
oratory materials, seils, plants and an- 
imal life, all free. Why not use them? 
We would if the teachers were better 
paid and the local administration was 
scheol minded and devoted. The man- 
agement of the district school has 
been a cruel jeke for many years. No 
policy, n@ imterest. mot even a2 willing- 
ness ta attemd the annual school 
meeting, 

The school business was not a part 
of the busimess.of the farm. There i¢ 
no use wasting werds om what has 
been amd what is. We nrust square 
ourselves and meet the situation as it 
iss We must have increased farm 
™ revenue amd a different plam of ad- 
migistratiem for owr rural schools. 
The first is @ slew process and in- 
volves the co-erdimation of ali the edu- 
cational, ecemmeic, legislative and 
social forees ef the lamd workimg to- 













































H. E, COOK 


a 


gether. The secomd cam be given us 
by the law-makime bedfies of our 
states, It should be based upon the 


principle of the township bill which 
was before the New York legislature 
at its last session. What a pity that 
we still cling to those educational 
principles and ideals based upon the 
“the little red schoolhouse,” with its 
traditional service in the piteneer days. 
The sanre hero worship of the tallow 
candle and the stagecoach or ox cart 
Would he as legitimate. They alld 
served their purpose im their time, but 
their time has gone. I might add@ that 
open country individualism when 
found belongs to the same family ef 
relics; good at ene time, but bad now. 

The so-ealled township bill before 
the New York legislature last year 
was to some extent misunderstoad 
Unfortunately the consolidated school 
was about the onfy concrete illustra- 
tion given when the case was pre- 
sented. Those who favored the plan 
did not advocate umiversal consolida- 
ton, but there were many instances 
Where consolidation had already 
brought a new era of school buildings 
and teaching, and speakers could mot 
reirain from showing pictures and 


cae soe Se ee 





data. 
The principle imvolved im the town- 
Ship plan is comparable te that im 


Volved im our village and city schools. 
No one would thimk of dividing a city 
inte districts around the school build- 
‘ng and rum exer school as a unit. 
Why no, the city is considered a unit 
voting as a whele upon all questions 
affecting the sehool system. The plan 
— well and we are unable te uii- 
derstand why our rural schoels should 
ow be as fairly treated by the legisla- 
ure. I suppose the township will 
— Us at present the most satisfac- 
ory area for werkabie administration. 
Each district at present must de- 
oe — we own taxable resources, 
es unif i 
impossible ermity absofutely 


Why not drop prejudice and give us 





Plow-Handle Talks 


01114110 EAR 


unneeunsnnnasTanette 


a rational rural scheol system? Then 
let us develop our farm resources as 
rapidly as pessible and together make 
our open country school life what it 
should be. The amount of our tax 
budget is relative. If our assessment 
is doubled because our real producing 
value is doubled our taxes can be 
doubed without feeling the imcrease. 
A recemt editorial in our agricultural 
paper warns farmers mot to let the 
agricultural schools and colleges pass 
out from under the control of 
farmers, 

I am in’ full sympathy with this 
warning and am strugglimg to prevent 
it. Up to this time my plans, however, 
have gone wrong. I must acknowledge 
failure to interest satisfactorily the 
farmers now on the farms in north- 
ern New York. I would not say that 
these plans have been sound or well 
organized, but I do kmow that they 
have been organized and backed by a 
whole-hearted endeavor te make them 
productive of good to the young men 
on the farms, 


Trained Farmers Needed 

It is rapidly becoming an impossi- 
bility to manage farms by other than 
trained men and apprenticeship alone 
will not suffice. Educated men we must 
have for the farm. If they eannot be 
obtained from the rural sections they 
must be found in the cities, and the 
schools must adjust themselves to 
these men and must be managed by 
those whe semse the problems and 
take council accerdimgly. It is all 
twaddle that city men cannot become 
farmers whatever you and I or any 
other persom may have said about it 
im the past. They are, however, at af 
disadvantage as compared with the 
wide-awake devoted and adaptable 
farm boy whe gees after the problems 
with an open mind. 

Gray matter, adaptability, integrity, 
hard work, am open mind and 4 
knowledge of human nature will win 
out amd it won't make any difference 
where the person was born. To say 
that a farmer must be born on a farm 
te suceeed has the same essence of 
truth as @ rotion that a successful 
druggist must be born in a drug store 
or a_ successful paper maker in a 
paper mill, or am editor im a printer's 
office. 

These thirgs were partially or 
wholly true when men were trained 
for their feb through apprenticeship 
imstead of schecls. 

The trouble with some of us may be 
that we do not yet quite believe that 
men cam be traimed for the farm in 
schools. Well, they can be, just as 
doeters cam he traimed in medical 
scheols or mimisters im divinity 
schools. The only difference is, that 
the farm school is young in experience 
and, ne doubt, is net as well fitted te 
its task as the other technical seheels 
of long standing. And, furthermcre, 
farm scheels have not as a whole set 
th. entrance requirements high. We 
may have mer of as fme natural abil- 
ity, but they are not as well fitted be- 
fore entering. The standards for law 
and medicime are fixed by statute. 
Some day they will be for agriculture. 
[H. E, Cook, 


Points in Cider Vinegar Making 


Ww. EK WicKiNG 


A good cider apple is not neces- 
sarily a good vinegar apple. In chang- 
ing sugar inte alcohol, as happens im 
the first step in vimegar manufacture, 
a great deal of the percentage of 
sugar is lest. However, on the oxida- 
tiem of this alcohol of acetic acid the 
percentage of acid formed is slightly 
higker than the percentage of alcohol 
started with. In order to make good 
vinegar that will test 4.5% aceti¢ acid, | 
the sugar content ef the apples amé 
the cider must he above 8.3% AI- 
though almost all apples test above 
8.5% of sugar when ripe, they will 
mot test this when green or over- 
tipe. However, if apples of such kinds” 
as Winesap, Jonathan or Ben Davis 
are used, the cider will be high} 








Sune enene te makes: Mah w- 


vinegar. 

Tt ig mecessary that eal? retten and 
wormy parts of the fruit be removed. 
If these parts are allowed te remain 
they form decayed products that af- 
fect the aroma and thereby the selling 
qualities of the vimegar. This is a 


these parts are removed the apples 
must be washed to remove dirt and 
filth that they have collected on the 
ground, which will prevent infection 
ef the vinegar by micro-organisms 
ether than those which take part in 
the manufacture of the vinegar. 
After the cider is made it must be 
stored in barrels to undergo fermen- 
tation. The best barrels to use for 
this purpose are old whiskey or al- 
cohol barrels, for these contain a small 
amount of alcohol and this contains 


bbs 


yeast that will act as a starter for fer- 
mentation. In this way the cider wiil 
ferment if teft alone, but the better 
and quicker way is to add yeast of 
known purity and start the action off 
right. The yeast should be dissolved 
in a small quantity of lukewarm 
water and then thoroughly stirred into 
the cider. Ome cake of yeast <hould 
be used for each six or seven gallons 
of cider. 


Alcohol Changes te Acid 


Another factor in the alcoholic fer- 
mentation is the temperature under 
which the barrels are kept. If kept 
in a warm piace at 7 degrees, this 
fermentation will only take «beut 
four to six weeks instead of two or 
three months. When all of the sugar 
in the cider is changed to alcohol it is 
time for the second fermentation to 

{To Page 15.] 
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University Experts rate Economy 
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31% Overload Capacity 
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te’ alt about this wonderful test and 
Economy Engines, mailed on request. 
Ask for Engine Catalog Neo. 71F12 
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SOILS 


BY CHARLES WILLIAM BUBEETT. 


a rule, a book of this. sort is dry and uninteresting, 
gwuthor hes pat inte it his individuality. The 


The most complete anf popular werk of the Kind evce 


but in this case it reads like 
of the properties ya. J," 


Sex8 inches. Cloth, 
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" Shahi Cabbage for Winter 
“HH, W. SWOPE, MONTOUR COUNTY, PA 


My method of keeping cabbage in 
winter is as follows: Pull in the 
usual manner, leaving all the roots on. 
- I then trim off carefully all fotten 

leaves and specks;. then. take the plow 
a run a furrow along or near the 
* ¢abbage.- Furrows are made 8 to 10 
4. Inches deep.. Heads of cabbage are 
“now taken, one at,a time, and turned 








se s “upside down into the furrow. This is 


_ comtinued until our supply is handled. 
a = plow is now taken and a shallow 
ow run.on each side of the row, 
wing the dirt well up against the 
ds, Cabbage is left thus until the 
rong =i gets quite cold, Before the 
ground freezes the furrow must be 
covered with straw, leaves or hay and 
some manure. A few inches of dirt 
* 4s thrown on top of this in order to 
keep it in place, I. stored one-half 
acre one year in this manner and so 
Satisfactory was it that I have fol- 
lowed it ever since. The cabbage 
keéps from freezing and the cool layer 
of dirt around the cabbage keeps it 
from getting too warm and from dry- 
ing out. 

Another plan I have- followed for 
storing on a large scale, is to pull the 
product in the usual manner, dig a 
shallow pit and place a layer of cab- 
bage on the bottom, roots attached, 
heads down, On top of these put an- 
other layer and continue so doing un- 
til the pile is built up in the shape of 
@ cone, resembling a haystack in ap- 
pearance. When adding the cabbage 
is finished, it is covered with fodder, 
hay or straw, and even, leaves will do 
if they are plentiful enough. On top 
of the covering place dirt about 5 
inches thick, put the dirt down well 
with the shovel and when freezing 
weather comes, put on a layer of 
straw, and on top of this, some dirt 
or old boards to keep the straw in 
place, Cabbage stored by either meth- 
od keeps perfectly well until late in 


epring. 
Little Change in Auction Sales 


The auction sales of New York fruit 
and produce in New York city show 
but little change. Two cars of apples 
were received last week, besides 
peaches, pears, grapes, eggs and mis- 
¢elfaneous ‘packages in ‘smaller quan- 
tities. Among the actual sales of ap- 
“ples recorded are the following, which 
re. indicative of the whole: Forty 
boxes Greening $1.50, 10 King $1.15, 





_» 85 barrels Greening $2.55 and 35 at 


25, 54 Baldwin $2.20 and 41 at $1.60, 
baskets Rome Beauty 40 cents, 
ae one: keg. crabapples $1.70, 34 barrels 
** * Jonathan $3.30, 28 King $2.15, five 
© Pelican $1.80, eight Spy $3.25, two Ben 
“(Davis $2.15,.one Wagener $3.45, one 
Sweet Russet $1.50, one Cranberry 
Pippin $2.95, and one Talman $2.15. 
Other - fruits ran as _ follows: 
Peaches, 216° bushel. baskets, Elberta, 
62% cents; 34.14-quart Rolf, 30 cents; 
plain, 50 cents, and 36 Smock, 2734 
fents, Pears: Seven barreis Kieffer, 
7; nine Kieffer, $1.85; six Bosc, 
50; 18 bushel baskets Kieffer, 55 
Grapes: 661. trays Concord, 
"to $87 a ton; 624 trays, $36; 31 
ur-pound baskets Concord, 6 cents, 
and 98 Niagara, 5 cents. Eggs: Four 
at 48 cents, three cases at 50 
one case at 54 cents and two 
) $1.65. 
A the miscellaneous receipts 
3 a car of turnips and Kieffer pears 
m central New York. The turnips 
* were of good quality, but did not sell 
» while the pears were poor, 
pseparently having become too ripe on 
etree. Three bushel baskets of 
tiifhces brought $1.55, one quince, 80 
wents; 24 rae peppers, 40 cents; 
{114 baskets, 82% to 35 cents; one sack 
jonioris, 95 cents; two sacks, $1.10, and 
four crete celery (15 dozens in 
perch} $1.05: 
thy 4 central New York hay associa- 
g for an auction sale. 
and to. be held at some time soon. 
the auction sale of Tompkins coua- 


‘ 
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Marketing Fruit and Truck 
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ty cattle on’ October 30 at Dover 
Plains in Dutchess county, 20 cows, 
springers. 15 two-year-old heifers, 
springers, and 10 yearlings were listed 
for sale, The terms were eight months’ 
credit on improved indorsed’ notes, 
payable at. the local bank. Another 
salé of cattle from Onondaga county is 
being arranged for November 6. The 
preliminary arrangements. provided 
that these cattle be sold at Montgom- 
ery in Orange county, N Y, 


Cabbage Pientiful and Cheap 

October proved a generally ex- 
cellent month for moving early cab- 
bage, and for maturing the late crop, 
now practically ready for harvest. So 
far as tonnage is_concerned, this is 
generally good. So far as price is 
concerned, this is uniformly disap- 
pointing. "These conditions have been 
indicated in our crop -reports this 
fall; and in this, our final summary, 
the general fact may be tamed of a 
liberal output, very. low quotations 
for early varieties, somewhat better 
for winter cabbage but probably 
scant profit'to farmers everywhere. 

In such leading cabbage states as 
New York, ‘Wisconsin, ~ Michigan, 
northern Illinois, Ohio, etc, a large 
area was put-‘under this crop. The 
plentiful moisture- of early .autumn 
and the long stretch of. sunshine in 
October. brought about a good ag- 
gregate yield; not entirely free from 
drawback, yet very generous as a 
whole. Here and there in New York 
late cabbage showed some blight, and 
some field damage by excessive rains 
in the early career of the plant. In 
this state the acreage was nearly a 
normal; rather more early cabbage 
and less late varieties around Canan- 
daigua. In the Lyons territory the 
acreage is a full one and market very 
unsatisfactory, particularly for: early 
cabbage, some of this rotting in the 
field. Danish cabbage about as usual 
in the output. Tompkins county 
growers report some blight and 
stump rot. 

Interest in Late Cabbage 


Up to the fourth week in October 
cemparatively little business has been 
done in late cabbage, although some 
contracting; prices for early cab- 
bage in New York sections very low 
around $2 to $3 p ton for domestic 
and $3 to $5 for Danish, but very 
lit e of the latter moved up to the 
close of the month. In Ohio some 
contracts with kraut factories, cab- 
bage to be delivered later at $5 to $6. 

Always a large producer, Wiscon- 
sin this year increased its area and a 
very generous cabbage crop is the 
result. The outward movement is 
bage in New York sections very low, 
prices, yet harvest is well along. Cab- 
bage from Holland sced in the Racine 
territory averages around $2.50 per 
ton to growers. Prices on domestic 
cabbage in various parts of Wisconsin 
are as low as $1 to $2 per ton, which 
is pretty nearly giving it away. With 
the time at hand for colder weather 
and increased consumption, growers 
are hoping for better things. 


Notes from the Growers 


Acreage normal, cabbage crop ex- 
cellent, harvest proceeding nicely. 
Prices’ quotably $4 for Danish and, 
$12 p ton for Tred cabbage.—[C, C.," 
Spericerport, N Y. 

About the same number of acres 
harvested here, expect about -15 tons 
to thé acre, excellent stock, price $3 
p ton. Buyers attempting to hold 
prices lower.—[W. M...K., Albion, 
N 


More domestic cabbage grown here, 
fess Danish. Domestic moving slowly 
at $2 p ton, Danish $3@5.—L. A. P. 
Seneca Castle, N Y, 





Acreage normal, good prospects for 
harvest, growers asking: 5 Pt — e 
dealers offering only 3.—fG. Bs 


Glenwood, N.Y. 


About one-fourth crop ruined by }- 


rain, rest good, acreage ‘normal, 
present prices 


$3 p ton—[F. P., 
Newfane, N 


Crop is extra good but harvest slow, 
as demand is poor. Talking prices 
are $2 p ton for domestic and $5 for 
Danish, but none loaded yet. Acre- 
age somewhat larger than normal.— 
[L. A. L., Stanley, N Y. 

Good growth of cabbage with pros- 
pects for bountiful harvest of normal 
acreage. Present prices, Danish $3@ 
3.50 p ton, no market as vet, for 
domestic.—[P. A. M,. Albion, N “Y, 
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Make your waste acres pay. Get yearl 
from those stump covered fields. Why 
et the dollars hide under the stum 

ood prices for 
Turn this loss into profits. 


Red Cross 
Stumping Powder 


will help you clear land—easily—quickly and cheaply. 
Anticipate next year’s demands. 
days of fall into cash. Clear land now and crop it early 
next spring. Du Pont Red Cross Stumping Powder is 
low-freezing and works well up to winter weather. 


Write for Free Handbook of 
Txplosives No. 92F 
It tells in picture and story how up-to-date farmers 
are increasing yields and profits by using Du Pont 
Red Cross Farm Powder for stumping,sub-soiling, 
ditching, tree planting and many other things, 


E. L. du Pont de Nemours & Company 
. Wilmington, Delaware 
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Turn the cold, wet 
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IXL Maple Sugar Evaporator 


without help. No lifting of ey swing up aye off 
arch by means of the union. => no watching 

cannot run dry orrun over. Can crows 

out of any pan desired. Pans al! Oravearap 
—on corrugations or partitions to become 
unsoldered or keep clean. Weitefos 
catalog and prices, Mention Ameri 
can Agriculturist. Buy early, while 
roads are good. Pay May 1, 1916. 













Warren Evaporator 
Works, Warren, Ohio 
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‘Collins’ Guide includes 


the best apples and pears for Fall plant- 
ing. No experimental, unimproved Varie- 
ties included. Moderate prices for most 
—— stock—sturdy roots, hardy 


Write today for this Free a. 


ARTHUR J J. COLLINS, seoresowa: J. 























every American citizen. To think th 


others have failed! 


bright-men ‘of all. national 
of American. brains- and brawn. 


over nine years to build it, at a cost of over 
tedious trip at sea (clear around South 
Panama 





We Want Every: Subscriber to 
‘- : Have This 


Panama Canal Folder 


addition to the colored illustrations, there is also 
tion of the Panama origin— 
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Panama Canal in Pictures 


HE PANAMA-PACIFIC EXPOSITION is open 
of the European Wer the newspapers are gi 
Because the completion of this gigantic pe gg is a source of pride and interest to 

that we—The 
To realize that we have established “The Eighth Wonder of the World” 
by connecting the two great oceans! These are thoughis that make every man, woman and 
child want to know more about this—the greatest of all engineering feats. 
A trip to the Panama Canal will be a popular outing, interesting and instructive. 
hundred years a be xt 4 from ocean to ocean across Panama has been the dream of many 
aiess but its completion wag finally carried out by the skill and energy 
Not only the United States, but the whole world, 
with’ wonder at this—the greatest victory of all time. 
meaning of the colossal figures which represent the cost of this canal to date. 


America), a passage from ocean to ocean, through tle 
Canal, which can be made in about ten hours. 





contains twenty-two magnificent views of Panama and the Canal. Each is postcard size, 
beausttcie colored, true-to-life, and arranged in # convenient foldef ‘form for mailing. 0 


its cost and “details of construction, which will give you 
an excellent idea of what this great undertaking is like. 
¢ can bave an excuse for not owning this souvenir of the 


Send 10 Cents 22732 


-Send ordersto | EUREKA SALES CO. 


the Canal itself is finished, and in spite 
ving @ lot of space to this topic. Why? 


nited States—have succeeded where 


For four 


looks on 
The mind can hardly grasp the ful! 
It has taken 
000. But. it means instead of a long 


but let 





history and descrip- 


We are going to make it so easy ‘o 


This Panama Canal Folder ae 
by Return Mail Postpaid 


Springfield, Mass. 
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ALBERT M, WHITE, FAIRFIELD COUNTY, 0 — potash, hence the reason for re- HP, 68.7 ary or steel-mounted on, Four sizes wing ou = Eaawire 
When we sell live stock, milk, grain inforcing the manure with floats or b og 22°75) With improved manufacturi facilities in ourhalf milion dallar factory 
o: any other farm product we are ®¢id phosphate. 12H-P, 197.00 | ®°W Prices for stationary now average, (F. 
selling some soil fertility; the most Im the raw rock form, a dollar will sis: S532 Less Than $17.50 F Per ereo-Pewel 
essential being phosphorus. When a F#®y for 75 pounds of phosphoric acid. PORTABLE rom Meher to Seer 
heavy rain or snow falls on the ma- Im a 15% acid phosphate at $15 a ton $39. Le gg for len than $28.00 per HP and saw-rig cutits proper 
: the 75 pounds of phosphoric acid will sie Sepalty toe. the prices herein Cheaper now 
nure in the open barnyard it -is the po a ce 3 H-P, 60.60] to use engine power than todowithout. Prompt shipments 
most valuable and most available part COSt $3.75. Or in a 1-8-4 fertilizer at oun tae from either City or Pittsburgh, 
of the manure that leaches ‘out -and $20 a ton, after deducting the cost of Read My Free Book Eeace whe 5 cap pall ce 
runs away. It has been demonstrated the nitrogen at 18 cents a pound and of the highest caring 
over and over again that, even by the the potash at 5 cents a pound the 75 my Sect esp how j 
best of farm management, phosphorus pounds of phosphoric acid will ee We nearest 
has to be brought back in some form ©®St $5.81. 
and applied to the soil if we expect to Director Thorne of the Ohio station 
maintain or increase the productive. #8 conducted experiments with floats 
ness of our farms, and _acid phosphate during a period 
Of the three elements, nitrogen, of 17 years. In a three-year rotation, 
phosphorus and potash, the soil con- of corn, wheat and clover, for a period Pp U as @) UT TH E 
tent of the first can be maintained or Of 16 years, the increased average 
even increased by growing legumes. Yield of each, due to manure, eight 
Why pay 18 or 20 cents a pound for tons to the acre on corn, the manure 1 
nitrogen when vast quantities are being treated with floats at the rate of i 
floating over each acre, a sufficient 40 pounds to the ton, as against an ap- 
amount of which can be trapped and plication of same amount of manure 
stored in the soil by growing legumes °t treated with raw phosphate, is as All Steel Triple Power Stump 
such as clover, alfalfa, soy beans, follows: Open yard manure, corn 8.7 Puller pulls an oats of ogee 
vetch, etc? bushels, wheat 4.8 bushels and hay 
The question is, How to get C66 ton, Stall manure, corn -6.2 
back to the soil the most phos- bushels, wheat 4.7 bushels and hay 
phorus in an available form for 0.40 ton. The 40 pounds of floats to book, 30 days free 
the least money. Quantity for the the ton of manure would be using 320 seactalanole Pye “Nhe 
money is, by odds, the cheapest Pounds of floats to the acre. At $8a proposition. Wiens 
in the form of fine ground phosphate [0M the cost would be $1.28 an acre. M923. 2th Street ; 
iad ; The above increased yield, due entire- Re ia. U.8 
or floats. By taking a carload I bought y ’ enterville, la.,U.S.Ae 

_ it last season for $8 a ton, put up in /y to the application of floats, gives a 
paper sacks of 80 pounds each. In ™&rked increased yield for the money The call of the woods, the fields 
bulk it would have cost $7 a ton. It ‘vested. and the oe eh is not to be denied. 
carries a guarantee of 30% phosphoric P 7 Sot sendy 7 » pad aoys 
acid. By getting a few neighbors to oints in Cider Vinegar Makin gun is oiled and easy. 

+ join with you it is easy to soon make [F Pp = ] 8 Rock Crusher and Limestone Pulverizer loaded with 

+ up an order for a carload. Last year ee soo nashine ars teermaging ergo cot patio Og 

} ene neighbor, Isaac Finkbone, said he begin. This fermentation is carried on economy of operation are features that should in- 

' would try 15 tons for an experiment. by bacteria that act on the alcohol in ene. Sete Say Send een enpetse SHOTGUN POWDERS 

. This season he took 12% tons more. the presence of air, and taking oxygen Crashed limestone eweetens the sol! and makes 

The raw ground rock applied di- from the air, unite it with alcohol and “should own one. (Bend for cattleg Gnsestbing Susens = Soe tt poe 
rectly to the crop gives back its re- form acetic acid. Acetic acid bacteria e oe Cotan. te to u Pont Biack Sperting Powder 
cults with slowness. A neighbor used are also found in the air, but they NEW HOLLAND — — Rech hes its good ints—each has its 
some as he would an ordinary ferti- are best added to the cider in the Many farmers a and all are bound to get desired results 

, lizer and received no perceptible bene- same way that the yeast was. This wee oun 8 So 7et Gm right, 

- Though the rock is ground very addition of acid bacteria is best done land are Write for booklet. 4066S 
fine, it is not sufficiently reduced to by -adding four or five quarts of good vie money E.1, Du Pont De Nemours & Company 
be used by the plant. It is made avail- cider vinegar containing ‘‘mother” to Wiimington, Delaware 
2ble by sprinkling it through the each barrel of vinegar. The mother 
stables and around the straw pile dur- is a thin gelatinous film that is 


ing the feeding season. All of us have 
observed the decaying power of ma- 


- nure on wood, bone and the like. The This fermentation is also favorably 
way some of our grandfathers reduced affected by a rise in the temperature Reach You 
_ bones was to cover them to a good of the storage room. The most favor- 


depth with compost and let them stay 
there covered for a season. 

The rule at the Ohio station is to 
use 49 pounds of floats of raw phos- 
phate rock to a ton of manure. To 
use at least 80 pounds to a ton will be 
profitable, Manure is not balanced in 
fertilizing elements because the ani- 





formed on the surface of the vinegar 
as the bacteria work. 


able temperature for it is also about 
70 degrees and when cider is kept at 
this temperature throughout its mak- 
ing it will be strong enough to sell in 
from 12 to 16 months instead of two 
to four years, as is the case when 
placed in a cellar and no further at- 
tention is given it. 
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Extra fine quality made by new pat- stantial weight and Gppers mate 
ent process, reinforced in every vital postiouban - 4 of good quality 


spot to insure aausually long 
Special double thick Para gum soles. 
Heels so solidly constructed that they 
positively cannot come off. Duck 
lined, flexible and well fitting. Qual 
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Fertilizer Experiment with Crimson Clover 


To successfully grow clover, the soi! must be comparatively rich in 
organic matter and must not be sour. Commercial fertilizer when 
Properly used will also very greatly increase the yield. In the above 








lenge youtofindany- 
where under $2.00. 
Bize 323 to 48 waist 


pS Beane tow ane they 

will certainly please the 
Wearer in every respect, 
Every pair absolutely guar- 
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able for work or dress wear. | 
Has all doable stitched seame 
andis strongly made through- is 
out. A genuine bargeia. 
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heels, suit- 
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p otograph, the little pile to the left is from a plat where no ferti- % measare, OurSpectal Sizes 6 to 1% B en@ 
icer was used; the one in the middle from a plat where Beem one ee ee. a $2. 5 apatite to pee aks $1.39 eseveees k 






fertilizer was used; and the one to the right phosphoric 
nitrogen only were used. The yield per acre where no fertilizer wag, 
used was 500 pounds, and 2500 pounds where the complete fertilize?! 
fas_used, and 900 pounds where the incomplete fertilizer was used. 
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The Newest Thing in Agriculture 


USING MOTION PICTURES TO DEMONSTRATE 
FARM METHODS—REVEALING PLANT 
PROCESSES — UNIVERSAL APPLICATION 
oF “MOVIES” 


Perhaps the most striking feature 
of médern Hfe is the rapid evolution 
of the motion picture. Amazing as it 
has been, it is only the beginning. — 

The moving picture of biblical life 
is now used in churches and Sunday 
The history of past times is 
madé to thrill with real life by the 
meving pictures now employed by 
universities, colleges and high schools. 
The camera with which to take mo- 
tion -pictures, their development, the 
machines with which to exhibit them, 
ere so perfected and cheapened as to 
be within reach of any rural organisa- 
tion. “Seom the moving picture outfit 
will be as available for the humblest 
school, home or club, as is the vic- 
trola~phonograph, grapbhophone, talk- 
ing machine or other sound-reproduc- 


. ing mechanisms, 


Already the moving picture is being 
cs come to. farm life in a variety of 
of varying degrees of interest— 
nome striking, helpful and practical. 
Several state fairs had a full set of 
meving pictures taken, which are be- 
ing shown as a feature at farmers’ in- 
stitutes and other meetings. Some 
state departments of agriculture have 
motion picture . films to advertise the 
processes and resources and advan- 
tages of their region. The land pro- 
moter is quick to grasp the possibili- 
ties of this way of showing the real 
life of the region he is exploiting. 
Each agricultural college ought to 
preparé a complete set of moving pic- 
ture films to show just how the 
different kinds of farming and agricul- 
tural business operations are conduct- 
ed, supplying the same free on request 
either direct or to any county adviser 
or rural seciety, Manufacturers find 


aré viewed with imtense interest wher. 


ever exhibited. 

- & still more novel application is @ 
movie play showing how the farmer 
“went broke” by ir dre the ald 


‘farmers 


‘ports. 


Btocesses of vient growth, so “hat in 
& few mu....ui4 you see end compre- 
hend processes that in nature may re- 
cuire hours, days, weeks or months. 
What can be more amazing than @ 
moving picture showing how 2 grain 
of corn sprouts and develops into a 
plant which is one of the most re- 
markable on earth? 

Im order that farmers everywhere 


may enjoy seeing and profit by 
these latest applications of the 
motion picture to agriculture, ar- 


rangements have been made where- 
by any of our readers who wish 
agricultural movies shown at their 
lceal picture theaters or at farmers’ 
institutes or other gatherings are in- 


vited to write American Agricul- 
turist, 815 Fourth avenue, New 
York city. So far as it is pos- 
sible to do so, such requests will 


be referred to parties who can comply 
therewith free of cost to the appli- 
cant, or who will at least give further 
information on the subject. Those 
who have such films to offer also are 
requested to write us describing their 
offerings and terms. 

Wegbelieve the time is at hand when 
a moving picture machine will be 2 
necessary part of the outfit of every 
farmers’ or rural organization. There 
are thousands of halls and meeting 
places already owned by farmers for 
or other buildings that a 
farmers’ society can acquire at smail 
cost, which easily may be adapted to 
all kinds of agricultural and social 
meetings, including motion pictures. 
As the demand for agricultural movies 
develops, enterprising firms, colleges, 
state and federal agricultural depart- 
ments, will organize a service that will 
furnish a variety of films, In fact, the 
methods which have made commer- 
cial moving picture theaters so at- 
tractive and possible in country and 
town, may now be applied te the pro- 
motion of agriculture and rural life. 





The proposed constitution of New 
York provides for serial bonds in 
place of sinking funds. 
Authorities state that if 
New York state canal 
bonds, now issued to the tune of $118,. 
000,008, had been in the form of serial 
bonds instead of as sinking funds, the 
state would have ultimately saved 
$46,000,000, in the cost of settling that 
debt and interest, In no ims‘ance 
should bonds run longer than the life 
of the improvement they buy. What 
has been said about canal bonds ap- 
plies equally as forcefully about road 
bonds. The New York plan provides 
for 50-year bonds to construct ‘high- 
ways, and yet many of these cannot 
last more than from four to eight 
years, This means that for 40 years, 
after all advantage of the loan has 
heen used up, the taxpayers will he 
paying interest on the loan. Such leg- 
islation is the worst kind of irrespon- 
sibility and extravagance. 


Serial Bonds 





As soon as the leaves begin to turn 
ip the fall, a fire starts in the wake of 
some careless gunner.or 
Stop This tramper. Considerable 
Careleasness damage is already re- 
ported this season from 
central Pennsylvania, especially from 
Lycoming county, where a fire raged 
for several days last week. The state’s 
force of firefighters is active, but no 
group of men can altogether prevent 
the damage which may be done by an 
unthinking, careless wanderer. It be- 
hooves farmers as well as fire guards 
to force hunters and others on their 
premises to be careful at this season 
of the year. A fire in the dry fields 
will often travel very rapidly toward 
the woodlot. In the heavily wooded 
sections the trouble is more serious. 
The farmers’ interest is closely con- 
nected with that of the forester. At- 
tention to the evils of carelessness 
means. time and money to all con- 
eerned, 





An embargo against acceptance of 
any more freight for two weeks was 
recently detlared by the 
New Jersey Central rail- 
road because , it was 
ehoked up tothe Hmit. 
The great movement of produce and 
merchadise from west to east is con- 
gesting the railroads earlier than 
usual. Exports from the Atlantic coast 
to Europe and South America were 
heavier during October than during 
the same month of any previous year. 
Se enormous is the movement that, 


Boom 
in Busincss 


_ waless something happens toe prevent, 


the United States may export during 


the fiscal year to end June 30 next 
vpward of two_ billions’ w of mer- 
ehidiiflise in excess of the of im- 


That wil} be twice the balance 
in our favor during the fiscal year 
1915 and more than three times a 


you want te buy, and ship what 
you sell with due regard to delays in 
transit. You should be abie to find out 
from your station agent how business 
is on the railroad that serves you, suv 
that you can govern your own pur- 
ehases and shipments accordingly. In 
the era of tremendous industrial ac- 
tivity now upon us, this matter of 
transportation on the goods that farm. 
ers buy or sell, from now until spring, 
may be more serious than ever. 





It “takes” like a house afire! The 
idea of national potato day is arous- 


ing widespread interest 
Push the throughout the west. Farm- 
Potato ers and organizations, and 


agricultural officials gener- 
ally, are earnestly working to observe 
Thanksgiving, November 25, as na- 
tional potato day, and in other ways 
to further the potato industry. The 
Northern Pacific railroad shows com- 
mendable and enterprising interest. 
Similar imterest is being shown in 
other regions throughout the United 
States. The proclamation has been 
reprinted in color for inclosures in 
letters, and together with posters ad- 
vertising national potato day, will be 
given to anyone to the number that 
can be mailed for the postage accom. 
panying the request, 





Under the leadership of the Ohio 
state board of agriculture, the boys 
and girls engaged in 
Buckeye Corn agricultural contests 
Special Tour have for several years 
enjoyed trips to Wash- 
ington as prizes for winning contests 
in their respective communities. Last 
year the Washington trip was extend- 
ed so as to include also Philadelphia 
and New York. Round about 1000 
boys and girls and friends and many 
parents enjoyed these trips. These an- 
nual affairs have been full of informa. 
tion and inspiration to all taking part. 
Invariably, the boys and girls on re- 
turning home have experienced re- 
newed and more. established enthu- 
siasm for farm life; so also the men 
and women who accompanied the boys 
and girls are proving leaders in their 
respective communities. This is evi- 
dence of the helpful effect of the tours 
and the results of travel, mingling to- 
gether, hearing what other folks have 
to say. What Ohie has done in this 
respect, other states should give care- 
ful consideration. We have watched 
thers tours year after year and have 
seem the very helpful-results that 
have fellowed. 





Because our neighbors look over the 
fenee and smile, or tell it about the 
community in a quiet 

Converting 


way, it is hard to be 
Nonbelievers 


the first one to put on 

reck phosphate, lime, 
start some alfalfa, spray the orchard, 
or any ef the new ideas in farming, 
and the goed neighbor thinks he has 
that smile coming to him. We see it 
in every neighborhood where there is 
a‘man trying out some of the new 
ideas and we see it especially in the 
farm advisory counties, Watch and 
see if those nonbelievers have put 10 
minutes’ study on the question before 
they gave the whisper about you. All 
are looking for’the true criticism that 
comes from study, but the other kind 
isn’t worth bothering about. But one 
thing is found true by the men who 
are constantly visiting places where 
these things can be heard, that makes 
us: feel good. A large per cent of the 
men who give that wink at the pro- 
gressive men are susceptible to a 
change and many little stories of how 
ene of those men is willing to sit in 
the frent rew at the meetings and 
ask questions, proves that point. 











Good Prices 
harder te than 
Ta bet oe ee 


—but 

te get the best of market condi- 
tions and thereby increase their 
profits tremendously. Look for 
the artiele, Farmers’ Market a 
Winner, in American Agrieul- 
turist next week, November 123. 
‘Tt tells how one group ef farm: 
os eyercame their market dif- 
‘fiealties permanently. 
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On to His Job 


A New York farmer recently shipped 
several carloads of hay to a commission 
man in New York. The commission 
man wrote the shipper that the hay 
failed to come up to its high quality 
as indicated by the shipper. The ship- 
per, however, knowing that his hay 
Was good, took the next train to the 
city, called upon the commission man 
and told him he had another guess 
coming, and then insisted on looking at 
the hay. The two went out. On exam. 
ining the hay the commission man 
agreed that it was better than he had 
thought. While looking at the hay a 
buyer came along and took the entire 
lot at $19 a ton, exactly $10 a ton 
more than the commission man said 
the hay was worth when he wrote to 
his customer. 

This true incident illustrates how 
important it is that the producer be 
on to his job. The best day’s work 
that hay farmer ever did was when he 
teok that trip to the city. It is im. 
portant, of course, to grow things 
right, but after one has gone to the 
expense and trouble of raising things, 
it is equally important that he should 
look after their sale. 

Feeding Cows in Winter 

What would you consider a proper 
ration for feeding cows this winter 
when corn meal, linseed meal, wheat 
bran, and gluten meal are available for 
concentrates and an abundance of 
clover hay and corn silage for rough- 
age? What is your opinion of molasses 
in connection with ore, fodder for fat- 
tening steers?—I[G. . Be Pennsyl- 
vania. 

With clover hay and corn silage, 
this correspendent has an excellent 
foundation for a dairy ration. Feed 30 
to 40 pounds of silage and 12 to 15 
pounds of clover hay a day. Now use 
a mixture of cottonseed meal, linseed 
meal and gluten meal or other com- 
mercial dairy feed for concentrates, 
Use these feeds in equal quantities 
and feed of this mixture one pound of 
grain for every three pounds of milk 
yielded when the milk yield is ahove 
25 pounds a day. If the milk yield is 
under 25 pounds a day, then feed one 
pound of the grain mixture te four 
pounds of milk. 

You will observe that I am omitting 
corn meal and wheat bran from the 
ration. This is not because these two 
feeds are not excellent, but because at 
present prices you get less of protein 
and other digestible nutrients for $1 
than you get of digestible protein in 
these heavier carrying protein feeds. 
Protein in corn meal and wheat bran 
is a good deal more expensive than in 
the cottonseed meal, linseed meal or 
gluten meal, I would much rather 
sell corn and buy any of the concen- 
trated feeds [ have suggested than to 
feed corn meal, even if I had it, and 
have so much less protein for the ra- 
tion, There is still another thing: The 
meals I have recommended are a good 
deal richer in manurial value, 

Molasses for Steers 


As for feeding molasses in connec- 
tion with corn fodder, I heartily ap- 
prove of that. The Pennsylvania sta- 
tion last winter found that molasses 
increased the gains and finish of steers 
more rapidly during the first 56 days 
of feeding than when corn was fed 
only. This experiment clearly showed 
that molasses could be used with good 
results, The Pennsylvania station 
found that feeding as much as five 
pounds a day to each steer made this 
feeding worth while. One advantage 
of molasses is that it increases appe- 
tite and when sprinkled over roughage 
feeds increases consumption by mak- 
ing them more palatable. 

Im some tests conducted at the 
Texas station, molasses was found to 
have an even higher feeding value 
than corn where it replaces not more 
than one-half of the corn im the ra- 
tion. When fed in moderated quanti- 
ties it does not induce scouring. Some 
cattle feeders restrict the use of mo- 
lasses to about a quart a day to 2 
steer, mixing it with feed principally 
to render the feed more palatable, 
thus inducing greater consumption of 
other feeds. Even though the feeding 
value is not figured in, this effect on 
digestion makes consideration ef mo- 
lasses worth while as.a feature im cat- 
tle feeding. When silage is not 
available, molasses is unquestionably 
a mighty good feed for cattle, for any 
class of stock, in fact.—[C, Ww B, 
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Another Test Case in Court 

Complaints have been especially nu- 
merous American-Canadian 
seeurities leam cempany ef Derver, 
whieh appears te have been “suc- 
ceeded” by Continental Mortgage & 
Deposit company. Both are deposit- 
contract cencerns that ply their busi- 
ness throwgheut the country. A test 
is being made against the A-C outfit 
Fin the courts by John Davidge War- 
field, the well-known attorney of Den- 
ver. That case is based om these 
points: 

t.. That the manner in which the com- 
, pany ‘wr - victim. in the first in- 
stance apply to it fer @ loam, in- 
cluding ‘ts eircular which it invariably 
sent rim before getting his. money, con- 
cealed matters, material for applicant 
te know and therefore amo in 
-law to a fraud. 
That the so-called agreement they 
p attempted to feist em applicant after 
getting his money was unconscionable 


the com 


ap by 
to the application ferm sent ‘him 
comennz. 2 which was printed a state- 
Pment ft was with the 
ef the company’s 
and — ot said terms and 


ture to such an. instrument, ” milape 


* of his Bteracy or illiteracy.” 


Warfield’s complaint was so framed 
as to test the validity of the company’s 


k business. It demurred to the conrplaint, 


| The case was argued hefore the fed- 
feral court, which overruled the de- 
murrer. This means that the case will 
. he tried em its merits. What other 


| legal proceedings will be taken by fed- 


eral ar state authorities relative to 


} this cameern or ethers, remains to be 
|seem, Wyatt and others are under 


/imdictment in the federal court at 
Dallas in connection with am imstall- 


) ment deposit scheme, 





To what eoncernm or merchants in 


‘the hay trade have yeu sold hay, 
‘straw, clover hay, etc? How long have 
| you sold to these parties? Has your 


experience been satisfactory er unsat- 


.isfactory? If every subscriber who 
has marketed his hay through com- | 


mission merchant or dealer will report 


'request our readers to repert the 
names and addresses of the commis- 
sion merchants with whom they have 
‘done business in live stock, eggs, poul- 
_ try, butter, cheese, vegetables. or any 


|ether produce, whether satisfacterily 


er not. Kind readers, you can help us 
to help others. if you write us prompt- 


+b your experience. We want you to 


give full praise to any with whom 
‘you are satisfied, as well as to report 
any commission firm who you think 
has not dealt fairly. 


Complaint is made that Consumers’ 
butter and egg comrpany has failed 
to pay for a certain shipment of but- 
ter. They were at 138 Patchen ave- 
nue, Brooklyn, N ¥. Unable to reach 
thein. there, they were traced to care 
Tompkins, 289 Lewis avenue, Brook- 
lym, N Y¥, but betters so addressed are 
returned by the postoffice marked 
“remeved.” Who else has complaints 
agaimst this comeern? What is the 
name of the man who is operating 
under this name and who finds it so 
convenient te “remove?” 


“War babies,” is the name applied 
in Wall street to the shares of powder 
end munition comeerns, Some of those 
shares have shown tremendous ad- 
vances in selling prices, but what goes 
up like a rocket may come down with 
a dull thud. The newest triek is for 
promoters to get hold of any old foun. 
cry or machine shop, issue a lot of 
water stock upon it and offer the 
same as a“war baby.” Put ne more 
money into any “war baby,” eld or 
new, tham you can afford to lose. The 
mest experienced traders in Wall 
street know enmowgh to keep clear of 
any kind of war babies. When will 
the inexperienced learn that they are 
regarded by stock exchange gamblers 
merely 2s “Tambs to be sheared.” And 
when will peeple generally learn this 
truth—that if they will live within 
their Income, save a little something 





each vear and salt it down where it 


promptly te Orange Judd Scrviee | 
) Bureau, it will help us to weed out 
} the bad from the good. Also we would 





Orange Judd 


BUREAU : 


will met say 5% free of tax and thus 
aveid losses, they are quite certain to 


enjoy a comfortable eompetency in 


their old age. 


Some farmers who advertise in the | 
daify papers to frrnish butter, eggs | 
and fresh produce direet to consumers | 
in. the cities, are having no end of. 


trouble to collect their bills. We have 
been askcd to make a mumber of such 


collections, but they are the hardest | 
Some of these buyers | 


cases we have. 
are not families or consumers at all, 
but prove to be small grocers or oth- 
ers whose object seoms to be to ger 


hold of the farmers’ produce for re- / 


sale, and then not to pay for it. Never 
ship your produce to umknowe parties 
or to anyone about whese responsi- 
bility you have any doubts. Better 
feed the stuff to yeur hogs, than pay 
freight or express on it to the city, 
anty to lose it. 

I thank you ver, much for the 
Prompt attention of Orange Judd 
Service Bureau, which has resulted in 
our receiving a check for $540.50 
from the state board of agriculture 
at Columbus for cattle amd hogs 
slaughtered last year for tuberculosis. 
We trust there will be no more com- 
plaints against the state of Qhio.— 
EW. H. Suyder, Jr, Walbridge, O. 


I have your letter imelosing check 
in full from Michigan Central rail- 
read. I wish te thank you for trouble 
im collecting this claim, fer IF feel 
sure that without your efforts I 
should not have been able to settle it. 
[James Andrews, Cass County, Mich. 


If all farmers get as wise as did our 
subscriber, M. S., they won’t be swin- 
dled by brokers who demand an ad- 
vance fee for listing their farms. Act- 
ing on our advice, M. S. replied to one 
ef these gentry that he would pay 
them their $5 and their commission 
when they had sold his farm, but they 
amswered that they couldn't de busi- 
ness that way! Did anyone ever have 


his farm sold by any broker to whom 
‘ 


he paid an advance fee? 
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Corn Growers to Tour the East 


/ “Under the auspices of the state 
. board of agriculture the annual Buck- 


'-eye corn special party will visit Wash- 
ington, Philadelphia and New. York, 
, as was so splendidly carried out a 
“ year ago.'- e date of starting is 
'. Monday, November 29. Seven. special 
- trains, composed of .standard steel 
© sleeping cars, are contenmiplated for 
transportation. of this party. 
» These special-trains will originate at 
' various points in Ohio and wiil as- 
semble in Pittsburgh. The cost of 
the tour will not exceed $50 for. boy 
» gnd girls, and $60 for adults. ‘ 
’, "These tours were intended merely 
to. accommodate the winners in the 
various club contests conducted by the 
. board of agriculture, but in response 
« to a popular demand the public is 
‘glow accorded an opportunity to enjoy 
_this week of educational and inspira- 
“tional travel. The tour will be in 
~@harge of T; P. Riddle of Lima, who 
has conducted these tours in such a 


splendid manner in the past. While 
‘in Philadelphia the party will visit 
the corn show in that city. Prizes 


have been offered as follows: $25 for 
the best three ears of corn grown by 
* men, $15 for the second best three 
+ ears, and $10 for the third best three 
* ears. “ Another $25 will be given to 
the boy who exhibits the best three 
ears, $15 to the boy who has the sec- 
ond best three ears and, $10 to the boy 
having the third best three ears. 
In commenting on these tours, Gov 
: Willis makes this statement: “I most 
highly commend the Washington trip 
with Ohio’s young corn growers and 
bread bakers. It is one of the most 
“interesting trips_of similar scope that 
has been planned, and its educational 
advantages for the youth of our state 
~ should not be overlooked.” It is ex- 
“ pected that the party will consist of 
Re to 1500 people. These will come 
from every nook and corner of the 
state, It will be a very representative 
gathering. On trips heretofore the 
_. farm boys and girls who enjoyed them 
returned with renewed and more 
established enthusiasm for farm life. 
The men and women who accom- 
panied the boys and girls got just the 
inspiration to make them leaders in 
their respective communities. This is 
evidence of the helpful effect. In- 
formation about the trip, cost, dates, 
etc, may be obiained of T. P, Riddle, 
director bureau of junior contests, 
Lima, O. 


Busy Time on Farms 


H. WARREN PHELPS, FRANKLIN CO, 0 

Weather warm, very fine, with sun- 
shine, but not enough cold and high 
winds to dry out corn in shock. I 
noticed fully 100 acres of corn in 
stalks not cut, but standing dry, and 
bleached out by frost and rains. Not 
enough help on the farms to do the 
work, Corn is maturing and drying 
out. better on the standing stalks than 
it is in the shocks. Husking gives re- 
turns of three bushels of shelled corn 
to the shock of 144 hills, or about 66 
bushels an acre. Some fields, from 
the size of the shocks, indicate yields 
-of 90 to 100 bushels an.acre. Some 
husking done for feeding to hogs. 
The cob and grain are not yet dried 
out sufficient to put into crib. 

All kinds of. grasses are plentiful. 
Alfalfa is- ready for the fourth cut- 
ting, but it will generally be left and 
pastured off. Potato yields very good, 
but on some farms the rot de- 
stroyed much of the crop. Apples 
very plentiful, many still hanging on 
trees, and in some orchards the 
ground under the trees is thickly cov- 
ered with choice apples, ripe and 
mellow. a will ‘be converted into 
cider and apple butter within the next 
“10 days,: and those hanging on the 
trees will be barreled for winter use. 
Farmers cannot secure sufficient ca- 
pable help, therefore they are too busy 
at their necessary farm work to take 
the apples to market: 


Turkeys Scarce 
There seems to be a large supply of 


chickens; not many turkeys. A light 
- supply. of.. ducks, geese .and guinea 





fowls. Few farmers raise buckwheat. 
Clover. seed is very light, average 
yield; not much threshed; not as 


much as usual cut. The hay crop is 
abundant, but much of it was injured 
by rains, Some of it entirely ruined; 
not more than one-half was saved in 
g00d condition. There is but very lit- 
tle good,. bright straw. It was dam- 
‘aged by.-:rain’ while standing in shock 
before threshing, and not being well 

‘ ricked when :the grain was threshed 
. has rotted by rain. The high prices 

“at which . feeder”. cattle, sheep and 
a poate ee syere one a Dhiying:, bs the 
Res. -for.p: are not: flattering. 

ica cepenis. ected from .. other 








rts of Ohio and other states, 
teers will be a wool Gensod for hay, 


<corn, wheat and oats during the next © 


‘winter and¢spring months. - 


Potato Day Gaining 


CLARENCE METTERS | 


So impressed with the importance 


of assisting in increasing the produc- 
tion of potatoes in Ohio, is Sec R. W. 


Dunlap_ of the Ohio state board of. 


agriculture, that at the next meeting 
of the board he will suggest that. the 
board go on record as favoring the ob- 
servance of Potaoto day on Thanks- 
giving of this year. . 

The plan for this celebration is 
gaining ground very fast and ._ there 
seems no doubt that Ohio’s progressive 
board of agriculture will assist in 
the great ‘movement. Investigation 
shows that many hundreds of bar- 
rels of eastern potatoes, notably from 
Maine, find their way into Ohio. 

According it Sec Dunlap there is 
no reason why Ohio should not pro- 
duce many more potatoes than she 
does and of such a quality that there 
will be no need of using Maine po- 
tatoes in Ohio. The proper observ- 
ance of potato day will show how im- 
portant this branch of agriculture is 
in the Buckeye state. The agitation 
of the subject seems likely to result 
in a greatly increased demand for 
potatoes. Sec Dunlap is the champion 
of the baked potato, which he con- 
siders one of the greatest delicacies. 

Under an order just issued by Dr 
Cooley, state veterinarian, no _ live 
stock is permitted to be imported into 
the state for breeding purposes with- 
out the written permission of and 
inspection by a_ state ~ veterinarian. 
Many complaints have been filed with 
the state board of agriculture be- 
cause diseased live stock was. brought 
into the state and-used for breeding 
purposes, hence this order had to be 
issued. 

At the next meeting of the state 
board of agriculture, the disastrous 
spread of hog cholera in many sec- 
tions of the state will come up for full 
discussion. Conditions have become 
very acute in Fayette county, which 
a few. months ago was reported 99 per 
cent free from hog cholera. 


Jackson Co—Cool nights, warmer, 
sunny days and very wet. Farmers 
have finished sowing wheat, husking 
corn, filling silos and getting coal. 
Live stock is on pasture yet and looks 
well. Wheat $1.10, corn, new 60c, po- 
tatoes 60c, eggs 30c, butter 30c, apples 
60c; ._Not many hogs raised for mar- 
ket, $7.50 p 100 Ibs, Business condi- 
tions dull, No farms changing hands. 
[J. B. Wilson. 

Van Wert Co—Corn not as good as 
it seemed a few weeks ago it would 
be. Potatoes have largely rotted and 
those remaining still rotting. Apples 
very plentiful. On account of low 
price many will not be picked.— 
[F. P. Stump. 

Wheat All Sown — Farmers have 
about finished sowing wheat in Mor- 
gan Co. Weather has been unusually 
favorable for fall work throughout 
the month. Corn is in shock and a 
fair crop. Apples did not remain on 
the trees so that the yield of ripe 
fruit was very limited. Eggs are sell- 
ing at 25 to 27c p doz, live poultry 10 
to 14c p lb, wheat 90c p bu, new corn 
65c, cattle 6 to 744c p Ib. 

Too Wet for Seeding — Farmers 
have been bothered this year in their 
fall seeding by an excess of moisture 
in Hamilton Co. Potatoes are all, 
dug and bringing 75 to 80c p bu, with 
demand strong. Pastures have been 
very good this fall,-and live stock 
looks well. Corn brings 85c bu, 
timothy hay $20 to $21 p ton, wheat 
$1.15 to $1.20 p bu. 


Wheat Sowing Late — Most of the 
wheat sown in Clinton Co this year 
will be late on account of the rainy 
weather. Corn gave a fair yield, but 
quality is poor.. The apple crop in 
this section is one of the best in years. 
Yield of clover seed is running very 
uneven, with the average yield around 
one bushel per acre. 

Pastures Good—Live stock has sel- 
dom gone into winter quarters in 
Columbiana Co in. better condition, 
as the continued wet weather has 
kept pasturage unusually good. Cat- 
tle market is dull, with veal calves 
bringing 9c p Ib. The apple crop in 
this vicinity is very uneven, with 
some sections having very small yield. 
Butter is worth 25c p Ib, eggs to 
85c -p doz, potatoes 75c p bu, live 
poultry 10@1ic p Ib. 

Gas in Vinton—Gas wells are prov- 
ing a big boom to some sections of 
Vinton Co, and many wells are being 
drilled. Wheat that was sown early 
has come up in good shape, but much 
was put into the ground late. Dressed 
hogs bring 9.to 9%c p Ib, steers 6 
to 7, butter 19 to 20c, potatoes Tic p 
bu: .The apple crop this year was not 
quite up to normal, but is selling at 
50c and $1 p bu. 

Big Apple..Crop—Mercer. Co apple 
growers -have:-been rushed to death 
during the .Jast few. weeks harvesting. 
the. biggest crop the section has ever: 


rather es low, 40 t Sot > ‘ Wee ther 
conditions.and the yy. of other 
work ~ have « greatly ; ayed wheat 


sowing, andthe acreage this fall is 
likely* to.-be much smatier*than last 
ear. Wheat brings $1 p bu, oats 
ont steers 6 to 7%c, corn S5c p 100 


Pushing West Virginia Roads 

The annual West Virginia 
school, ° which county. engineers are 
required: to attend, will: be held in 
- Morgantown, W Va,~-béginning Jan- 
uary-11, 1916,° It is ‘expected a large 
mumpber of contractors, county .com- 
missioners. and others interested -in 
roads..will attend. Reports. will show 
a big improvement inroads since the 
last school. In the last few months 
Wyoming county, Greenbrier and Tal- 
cott districts of Summers county, and 
Morgan district of Monongalia county 
have voted $1,100,000 in roads bonds. 
Fully 16- counties ‘are contemplating 
bond issues and quite probably there 
will be more” money spent on = good 
roads next year than in any previous 
year. Clay county folks are making 
a big effort to improwe their roads 

“See West. Virginia First” is the 
slogan .of the West Virginia board of 
trade. The voard recommends.better 
roads and the establishment of an ag- 
ricultural and industrial school lo- 
cated on a farm of 2000 to 3000 acres. 
It also recommends a better system of 
gathering agricultural statistics, legis- 
lation to prevent shipment of mixed 
feeds into the state, and to guard 
against adulteration of insecticides 
and fungicides, protection of apiaries 
against “foul brood,” and legislation to 
provide a check to chestnut blight. 
Among the accomplishments of the 
past year attention is called to legis- 
lation for protection against diseased 
live stock, and for legal protection 
against impure and adulterated seed. 





Mercer Activities—In 


Mercer Co, 
following the work . of the county 
agent, the farmers’ club at Camp 


Creek will erect its own buildings. 
Over 45 silos are being erected this 
fall; there were only 12 before. More 
fertilizer is being used; two of the 
farmers’ clubs unloaded 80 tons. 

Exchange .Bureau—A bureau for 
the exchange of high grade live stock, 
through which Cabell Co farmers. can 
sell cattle, hogs and sheep to other 
farmers of the county, has_ been in- 
augurated by J. F...Wethington, the 
county agent. Later the bureau may 
be developed along the employment 
plan, whereby a record will be kept 
of all farm hands seeking employ- 
ment, and all employers who are in 
search of help. 

Fruit Notes—About 2500 cars of 
peaches were shipped out of W Va 
this season on the Cumberland divi- 
sion of the B &.O railroad. This is 
5 more cars than last year. They 
have been shipped to 123 points. The 
apple shipping season is now at its 
hight from the eastern panhandle. A 
peach cannery has been established 
at Glebe, and tomato canneries have 
been established at Hancock, Berke- 
ley Springs, Sleepy Creek and Cherry 
Run, At Paw Paw some of the farm- 
ers have begun planting raspberry 
bushes in great numbers, with a view 
to growing the berries on a commer- 
cial scale. . 

Alfalfa Increase—There are. now 
118 fields of alfalfa in Ohio Co, com- 
pared with seven in 1912. This is 
shown in records compiled by the 
Panhandle agri club, from which 
maps of the county are being pre- 
pared showing the location of each 
field between 1912 and 1915. The 
acreage increase has not been com- 
piled as yet, but it will show, it is- be- 
lieved, a jump of from 50 to 1000 
acres. 

Plan New Dairy—Plans are on foot 
to establish a dairy for the Kearneys- 
ville section of Berkeley Co. Live stock 
men and dairymen of that community 
have pledged at least 1000 gals of 
milk daily. 

Loan Farm Land—Pres Woodley of 
Marshall col at Huntington has se- 
cured four acres. which have = been 
loaned to the col for demonstratijional 
purposes, Several months ago it was 
planned to purchase about 20 acres, 
but lack of funds made it necessary 
to abandon the idea, It is expected 
later, however, that the purchase of 
such a farm will be possible. 


Oppose Game Laws—Revision of 
the W Va game laws is asked for by 
hunters. The last legislature changed 
various game seasons, extended pro- 
tection to game and provided for an 
elaborate license system. The result 
has not been satisfactory to hunters. 
Some object to the license require- 
ments for residents, - that limits. the 
hunter to his own county. unless he 
pays a fee of $3, * 

Short Wheat Crop— Wheat. acreag 
will be very small in Cabell Co on ac- 
count of the. extended. wet . season: 
when farmers wanted to sow. _Pas- 
tures are peace of good, however, 
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Flood Loss Large — Jackson Co 
farmers suffered severely from 4 
losses, as much fodder was ruined ang 
a big amount of corn lost in the high 
water. Live poultry brings 10 to 126 
butter 20c olb, 


p lb, eggs 26¢ p doz, 
Apples are plentiful. 
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Tobacco Market | 


Tobacco Deliveries Begun 

Burley growers in eastern Ohio are 
much encouraged by the activity of 
this export type lately in the Balti. 
more market. Recent sales for th» 
foreign demand have been large, with 
good spangled to yellow selling up to 
$15@24 p 100 lbs. Poor grades soig 
at 4@5.50, greenish and brown 7@ 
10, medium to fine red 8@13, common 
to medium air-cured 4@S8, cigarette 
wrappers 16@25. There is some ac. 
tivity also in the new crop of burley 
in southern Ohio, with sales averaging 
around 9 p 100 lbs. Curing weather 
has been favorable and much of the 
stripping has already been done. While 
there has been some pole burn, it is 
expected the crop will average better 
than last year. Demand and prices 
are both greater than last year at this 
time. 

Buyers still hold off from the 1915 
Pa broadleaf, although considerable 
of the Havana seed has _ changed 
hands. Packers-deciare they will 
wait until the tobacco has been 
stripped. The new crop is now in the 
middle of the curing process and will 
not be ready to take down for several 
weeks. The weather in Pa has been 
favorable for curing but some of the 
crop was put away green, and danger 
of pole burn is not yet over. 

The tobacco crop of Lancaster, Pa, 
was cut this year before there was 
any damage by frost. This is the first 
time in a decade that the whole 
crop was gathered in good condition. 
While planting in the spring was not 
any earlier than usual the weather 
was very favorable, throughout the 
season, for the growth of the tobacco. 
Taken as a whole, the tobacco cul- 
tivators of Lancaster claim to. have 
produced one of the best crops ever 
grown in that county. It is curing 
nicely, and thus far no trace of dam- 
age has been found.. Large sales have 
recently been made of tobacco of the 
crops of 1918 and 1914. 

Connecticut valley. tobacco growers 
have been unusually fortunate in their 
curing season, and last week just 
when the leaves were in prime con- 
dition, damp and foggy weather set 
in so that stripping was begun. 
Probably one-half of the total acreage 
has been taken down at this time, 


and one more week of. similar 
weather will wind up that’ work. 
This is the earliest that tobacco 


stripping has been done in any con- 
siderable amount for several. years, 
and means of course that the growers 
will be able. to deliver and get their 
money before the usual date. 

In Suffield, Ct, at least two-thirds 
of the crop is already in the bundle, 
and warehouses are beginning opera- 
tions on a large scale. At the big 
plants of the American Sumatra com- 
pany the shade-grown crop has all 
been taken down, and the quality of 
the productis found to be unusually 
good. Deliveries of all kinds are now 
beginning, and within a week or two 
enough for this years crop will have 
been sorted so that dealers can get 
an accurate idea of the run of the 
crop. In a great many instances the 
leaves are found to be rather nar- 
row and light in bulk. 





At Columbus, O, wheat. $1.14'5 P 
bu, corn 66c, oats 38c, bran 26 p ton, 
middlings 29, timothy. hay 1016, 
steers 7@744¢ p lb, veal calves 7@%c, 
ya Tl4c, sheep 6@6%c, lambs 3% 
@9c, eges.30c p doz, Bartlett pears 
1.50@1.75 p bu, fowls and chickens 
18c p lb, turkeys 18ce, ducks 10@ l4c, 
potatoes 70@i5c p bu, onions 1@1.25, 
cabbage 75c@1 p 100 Ibs, turnips 60@ 
65c p bu. 

At Cleveland, O, eggs 33c p 0%, 
chickens 15%4c p Ib, fowls 14c, rab- 
bits $3 p doz, apples 2@3.50 p bbl, 
cranberries 5@7,; wax and green beans 
2@2.530 p bu, beets 80@35c, cabbases 
7@8 p ton, carrots 30@40c p bu, mar- 
row beans 5, lima beans 18@20c p at 
onions 1.50@2 p 100 lbs, potatoes (vc 
p bu, pumpkins -75c@1.25 p doz, Hub- 
bard squash 20 p ton, rutabagas 45@ 
5Uc p bu, white turnips 40@50c, tim- 
othy seed 3.75@4.50,-medium un- 
washed wool 29@30c p Ib, timothy 
hay -17@19- p. ‘ton, hogs ge p |b, 
lambs 7@8%c, veal calves 9@11%% 
st 6144 @8l4c, ~ heifers 5% @6%4% 
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Wheat has been moving from farm 
to market at the rate of three to four 
million bushels daily, and very much 
in excess of a year ago. This fact of 
enormous crops of wheat in the U 8 
and Canada has been the dominating 
one in shaping prices. At Chica) Dec 
wheat declined to 90}ge p bu, and May 
to $1.02%, followed by fair recovery. 
Considerable strength was developed 
early this week through increased 
puying for export to Burope; wheat 
at New York for Dec delivery 1.09%, 
and choice spring sharp premium. 

The further trade gossip that the 
Canadian ——— may take action 
which “Ww mean dig pments of 
wheat into the US free of duty was 
for a time a highly disturbing factor. 
insistence that this is liable served to 
depress prices. The Canadian tariff 
imposes a& @uty of 12¢ p ‘bu on 
wheat. and 80c p» bdbi on. dour. 
Under -the provisions of the !atest 
tariff jaws of the U S wheat is on the 
free list, but with this proviso: 

“Provided —_ wheat shall 

ct to duty 18¢ a da, 

our 46¢ p bbl, and other 
wheat not specially pro 
section 10%, ad 
ported directly or indirectly from a 
country which imposes a duty on wheat 
or wheat flour imported from the U 8.” 

This % equivalent to saying that 
inasmuch as Canada has a tariff wall 
against U S wheat {i2c p bu) we 
raise our own tariff wall, shuiting out 
Canadian wheat. Bet right now comes 
in the agitation nm Canada to remove 
their terif€ ia order to break down 
this barrier, thus permitting Canadian 
wheat to flow across the borders 
toward the milling centers of the U S. 

Cern was reasonably well supported 
in spite of liberal offerings and ex- 
cellent weather for curing the crop. 
Exports continued small. At Chicago, 
Dec corn sold around 58c p bu, May 
above amd below GUc, old No 2 in store 
61@G5c, At New York, yellow corn 
75 @ a%e. 

The sats market was quiet, liberal 
movement of cash lots while specula- 
tive trade was dull. Exports were 
small but home consumption generous 
with the price based on 36% @3ie p 
bu for standard at Chicago and 38@ 
30c for Dec delivery. At New York, 
white oats 42@42%c in cariots. 

Barley was in reasonably good de- 
mand, averaging firm, 

Field seeds were quiet, offer ngs 
onl: moderate. Prime timoth 
quotable around $8@825 p 100. tbs, 
clover 19.50@20, hungarian 1.35@2, 
millet 1.40@1.60, buckwheat 1.90@2. 


THE DAIRY MARKETS 


CHOICR CREAMERY BUTTER PER POUND 





New York Boston Chicago 
1915.. 80 30% 23% 
1914 82 32% 81 
1918. . 82 33 81 
1912.. 31 32 29 
Butter 


In Leeds, Eng, the price of butter 
has advanced above all previous rec- 
ords, retailing at about 47c p ib. In 
consequence large numbers of consum- 
ers are turning to margarine at 20@ 
24 Danish butter ts selling in Eng- 
land at 45c, 

At Elgin, Ill, best ecmy butter sold 
at 2Se p Ib. 

At Columbus, cmy butter 30c p Ib, 
d iiry 20c. 

At Pittsburg, emy 31%c. 

At Albany, cmy 2Tc, dairy 22c. 

At Buffalo, cmy 30c, dairy 25@ 28c. 
_At New York, receipts of butter 
light, advices indicate reduction in 
shipment from all sections, prices un- 
changed with firmer undertone, espe- 
cially for top qualities. No export 
business noted. Extra emy quotable 
at 28% @29%c p ib, higher scoring 
lois 29% @30c, emy firsts-27@27%c, 
State dairy finest 28%c, packing stock 
21 @ 22c. 

Cheese 


At Watertown, N Y, 4000 boxes of 
cheese sold on the Watertown board 
at 14%c p Ib. 

At Cuba, N Y, 200 boxes of cheese 
sold at a ruling price of 15%c p Ib. 

At New York, only moderate trad- 
ing noted, highest grades of state flat 
cheese held firmly, stored goods 
moving slowly, export business at 
standstill. State whole milk flats 


15% @15%c, 
16 \%o, young America 15% @16\Kc, 
State skim 12% @13%4c. 4 





“EW VYORK—At Gardenvills, 
72 75e, onts 38@40c, toes 
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MALE HELP WANTED 











RTS OEE, BPE ai 
nT Fi Ricard 



















SITUATIONS WANTED—MALE 






AN, 22, wishes desirable positioa 
‘on farm where good. reliable man will be 
References. CHARLES E. DAVIS, Yantte, 
























































MONMOUTH TUBKEIS—i8 months 
us CS. BMIGa, Creston Ve 








Franklin St, New York City. 
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18 ACRE POUL! FARM—Lanad in crop; i! 

iMiwes gen, | 8 room howe, cantting 

a “J Bivusted 5 Tatton from Pi a 
es 

R HUGHES, Dunclien, NJ. 





to 88 acre general 
farm, ubout mile from aun’ L) 


ES seicg uninspiring all oat wae 

or, : a - 

Must seen to qgorectated. w. 
RICK, South Hampton, L 





TINTY—Fine location; healthy; 120 
133 acre farm, macedam road, earns 
15,000, at Sellemeade. 123 acres, 
, macadam road, $12,000. G. POL- 


SOMERSET 
a@bove sea lovel. 
1000 yeu 
& Franklin Park, N J. 























ENTIRE HERD of registered Shetiands—One stal- 
lion, @x mares, four colts, four lings. Price 
one thousand dollar. JOSEPH KI Deesher, Pa. 





R WHITES— 
boar, ready for service; 8 Wee 
PRESTON, Springwater, N Y. 


30 beet ot PIGS—-Chester, kshire grades. 
ed TI , Pattersonville, benectady Co, 
SHROPSHIRE DAMS Dodereped : all 
Prices tight. W. H. PRESTON, BSpringwater, 


SHORTHORN BULLS—Dual type. At 
farmers’ grices, WILLIAM J. BUEW. Borgen, W Y. 


Registered A good 


prize 
ma W. 


H. 








ages. 
WN Y. 





SEEDS AMFRICAN AGRICULTURIST WANTS TO SERVE 
by tel ay = to ont i ad you want, but 
new agriculturist’ 

MEN walene in a county te, sult Sous trees, Be co, Bureau hen answer uy “tual, “tree of pao 
berry plants, warsery , beeds, time. bscri 's inquiries concern anyt wish 
Crean. profiable Uusiness all the’ year. L. | & bay. Tou Sueald Bret coretaily wren Se adver- 

. Remsenburg ¥. tising columns ém the current and us murabers ; 
then, if you cannot find a description of what you 
HONEY want to . or don’t find the eddress, write Ameri- 
can "s Service Bureaa, 315 Fourth Ave, 
New = City, pling ee 8 Larcher 

HONBY from Sunayelde aplarics—Finest quelity: | fs tay es we'll >f -2-#- ks 
both clover and . 6D can, paid, in | will reply by personal letter, advising you where to 
second zone, $1. Write for prices on larger quanti- | get the lee t prices, ete. you see 
ties in 60 Ib cans. I guarantee EARL | anything m any other pe doesn't 
RULISON, Route 1, Ammerdam, N Y. | guarantee the reliabi o as does 

; d on a sheet of 

FoR BALE— and bockwheat extrected] honey. ; peper. an@ write thereon the name and dete of the 

ay mail 25 within 34 zone; 60 Ibs $5. | jourmal m which t imformation 
Cc. LOOX, West . WY. you desire. A has mo mer- 
eg Fo 

- want our 

LIvE stock Cincs 0 tun cums quam -ané Gol ap het sen Sent 


SERVICE 


to buy. OBANGE 
nee Agricultarist, Fourth Ave., New York 





VIOLIN FOR GALE CHEAP. Sent on trial. Write 
MISS BERTHA MARDISS, Route 5, Rosedale, Kan. 





000 baskets kiln dried sweet pota- 
PHILLIPS, Delmar, Del. 


OUR HELP BUREAU 























SIXTY THREE ACRES in Monmouth County 
belt. Rich soil; excellent crops. Will 

sell, or remt with privilege of buying. Bargain for 
VAN ETTEN, owner, la, 


ox wale EL L. 
es 


IMPROVED FARM, 144 acres, well located and 
prosastive, on turnpike road, $22 acre, easy terms. 
ha farm bargains. 








ve la and smaller La- 

FAYETTE MANN: Amelia, Va. 
FOR SALE—RHotel at Royalton, Vermont. 17 fur- 
livery, GEORGE L. MORE. 


wished rooms; large 
Canandaigua, N Y. 





FOR SALE—!50 acre stock and grain farm, well 
located. For particulars write to CHAS C. RING, 
Alpine, N Y. 

SALE—135 farm. HARBY RICHARDSON, Union 
Village, Vt. 


You Needn’t Go F; 


in search of a market for the over-supply of farm 
d you may have on hand. You'd like to turn it 











MALE HELP WANTED 
WANTED FARMBERS—Men and women, cvery- 
whore. U S government jobs. $75 menth: short 


Tacations, ramd efivancement, steady work; 
many aRpoimlanents ot common e@uration suffi- 
yrite immediat 


crent; no pull required ely for list 
ef positions new ettainalien, FRANKLIN INSTI- 
TUTE, Dept D40, Rochester. N ¥. 





A SURE ee. i 7 YOU. with as pay and steady 
b isands government tions open thi: 
Write for big free book D V 822, which tells 

get one. EARL HOPKINS, Washington, D C. 





AED tien ¥ this and ae gg J towns to 
take orders for our in era ral terms; 
eo ‘NURSERY COMPANY, 





Various ages. 
‘YY, Chalfont, Pa. 


SWINE—All ages. Choice 
Cattaraugus, N Y. 


GUERNSEY BULLS—Th 
Reasonable prices. ZB. K. 


LARGE YORKSHIRE 
stock. 





ROBERT EDDY, 








BERKSHIRE to 4 months old, $8. Gerv- 
ice boars. W. , Perulack, Pa. 
HAMPSHIRE SWINK. JOSEPH KENNEL, At- 


sien, Pa. 
DAMRY BHORTHORNS. SIMPSON, Glover, Vt. 


DOGS AND FERRETS 


puppies, best breeding. Also 
oa stocker oon BRINTON, West Chester, Pa. 
“tee, =GLEN- 














FERRETS FOR SALE. Catalog 
DALE FERRET CO, Wellington, 0. 


FERRETS FOR SALE. Stamp for reply. CHAS 
FOSTER, Wellington, 0. 


. STANCHIONS 


= buyer’s stable They are 











hn 2 17618 Med ane, apm 
5 jes, 4 
green, No 1 £25@3.25, No? LiS@2.25. 


right. 
WALLACE B. CRUMB, West St, Forestville, 





I CONDUCTED GOVERNMENT BEAMIRA TIONS. 
ot 


secure railway mail or govern- 
examination free. OZMENT, 

























into money right away wouldnt you? Well, here's a 
war to de &. Puat_an adv in the Farmers’ ge 
cotumns of the AMERICAN AGRICULTURIST which 
will only cost etx cents « word and will 
thousands of readers. You'll herdly fail to get in- 
quiries trom peeple who are in need cf what you 
want tc dispose of, and 


To Sell 
Your Surplus Stock 


fa a cimple matter when the market ie brought mMzht 
to your door. There will be some letters to anewer 
and the question of prices and terms arranged ty mail 
insteed of talking it over. 

But your customers come to you through your adv, 
rather than you hunting all over the county perhaps 
te find them. See what it eaves you in time, trouble 
and temper. Count Initials as words and remit by 
money order or bank Graft, at ¢6 cents per word to 

AMERICAN AGRICULTURIST 


315 Fourth Avenue - - New York Cit, 





Orange Judd Co. New York, N. Y. 


three years, with most 
orders that I could not fill. 


New York 





Always Brought Gratifying Results 


Dear Sirs—! wish to say that I have been an advertiser frequently in the 
Farmers’ Exchange columns of the American Agriculturist for the last two or 
gratifying results, many times having to return 
f From my viewpoint it is most ably edited 
and in a general way the best farm paper than 













comes to my desk. 







Yours very truly, i 






















WM. W. KETCH } 
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Washington Market Reopens 
One of the largest and best equipped 


public markets in New York city is 
the reorganized Washington mar- 


ket, which -was opened with con- 
siderable. pomp on October 25. 
Washington: market really dates 


back to the year 1656 and dur- 
ing the 17th and 18th centuries was 
shifted from one site to another to ac- 
cord with the growth of New York 
city. In 1805 the present location of 
Washington market ‘was recommend- 
ed, while in 1812 it was actually con- 
structed and its doors open for the 
first time, The new market represents 
@ property value of nearly $2,000,000. 
The Washington market does a busi- 
mess annually of about $5,000,000, and 
it supplies food to restaurants and 
hotels which feed 1,000,000 people 
every day. It not alone supplies a 
Jarge hotel trade, but also meets the 
demands of many customers in New 
Jersey, New York and Connecticut. 
During the opening week, October 
* 25-30, there were speeches by promi- 
nent speakers, together with marine 
band concerts three times a day. On 
‘October 29 and 30 special prizes were 
offered to consumers, The idea was 
te make these specia lmarket days 
and to invite housewives and others 
to patronize the market, Among the 
exhibits to attract the interest of spec- 
tators were an electric milking ma- 
chime in operation, milk and cream 
sepaatror,- butter churn, milk clarifier 
and an automatic device for filling 
and bottling milk and cream. The 
market is fully equipped with modern 
_ appliances. Everything is in white, 
even to the machinery. It.is a little 
city in itself, covering two acres. One 
stand is fitted with silver plating at a 
cost of $15,000. Some of the. floor 
space for these stands is valued 
at $25,000. 


LIVE STOCK MARKETS 


LATEST QUOTATIONS FOR BEST OFFERINGS 
COMPARED WITH ONE YEAR AGO 








re Cattle. -— Hogs —, — Sheep — 


| Per 100 Ibs 
1915 19141915 1914 1915 1914 
‘Chicago «eee-$10.50 $11.00 $7.75 $7.60 bg $5.95 
~ Bt Paul ...... 9.00 75 7.00 7,10 4.50 
New York 8.00 7.90 5 5.00 
Boffalo ... 8.10 . 7.70 6.50 5.75 
+. 10. 9.00° 7. 6.50 5.75 
Pittsburg ©... 9:00 : ve 6.25 . 5.85 








At Chicago, prime yearling cattle 
came into high favor and _ choice 
jhandy heavy steers also secured bet- 
ter values than in recent weeks; Scar- 
city of the choicer grades all around 
following recent marked depression 
‘was responsible for returning strength. 
But grassy stock and range cattle still 
suffered from recent oversupply, as 
buyers have temporarily enough of 
this class of material. Most of the 
forn-feds of fair to strictly good 
grade sold at $9@9.75 up to 10 p 100 
tbs, with some choice lots of steers at 
10.25@10.35, top price for highest 
Quality reaching .0.60. Plain beef 
steers did not share in generally fa- 
vvorable market, Good grade cows and 

_“heifers had good demand as did the 
_ fancy yearling heifers. 


eens oo Sn See coos,» 100 Tes.. «$10. 
Howry native. com: fed: 6 





Alb grades of hogs suffered 

. selling..pressure, duc to continued 
large zoonn? at all primary points. 
Inferior od mixed ns 


hogs sold at 50 @ 6.90 We: ” Ibs, 
a ene gin butchering hogs 6.95@ 
‘good peey, 00 cole 6.35 

Geek in hehe. 20, selected 


a king. h Sore 5 ; 
Mesiet ~ pagina rom of lambs -showed continued 
ity strength, with prices for best. lambs: 
fending - higher. - Few sheep in. good: 


condition sold at: firm to higher prices, 
Bulk of good to choice native. ewes 
sold at $5.50@5.75 p 100 Ibs up to 6, 
wethers 6@6.50, yearlings 6@7, west- 
ern yearlings 6.50, some prime year- 
lings at 7.50, 


THE APPLE MARKET 


Cold storage- houses in eastern and 
southern Pennsylvania have been filled 
with apples of fair quality. The sup- 
ply of fcy fruit is not so large. Ap- 
ples of nice appearance readily. bring 
$2.75 p bbl, extra stock 1 more. Much 
of the better apples will be shipped 
to the Philadelphia market. 

The commercial apple crop in West 
Virginia is worth more than $2,000,- 
000 this year. Berkeley, Morgan, 
Mineral and Hampshire counties will 
ship nearly 500,000 bbls apples to out- 
side markets. Chief varieties are 
Jonathan, Grimes Golden, York Im- 
perial, Ben Davis, Gano and Rome 
Beauty, which sell at $3 p bbl.—[C. C. 
P., Wheeling, W Va. 

A member of the board of Me state 
assessors is credited with the opinion 
that the apple crop of the Pine Tree 
state will not exceed 25% of a full 
normal yield. 

Apple exports from the Atlantic 
ports in the U S and Canada for the 
week ended Oct 23, with comparisons, 
figures in barrels, follow: 











Liverpool London Glasgow Total 
Boston .....++. 18,553 — —_—— 18,553 
New York .... 4,961 4,083 —_ 14,042 
Halifax ....... —_—- — —_— _ 5,202 202 
Totals ...... 23,514 4,083 — 37,827 827 
Last year ..... 51,400 27,491 25,763 $3. a 
Season to date 101,967 70,294 59,992 
Last year ..... 293,085 115,559 210,566 ior $29 
At New York, . apples. in_ liberal 


suply, trade active, market well sus- 
tained, fcy green fruit especially firm, 
few arrivals of western apples. 
Wealthy quotable at $2@3.50 p bbl, 
Wolf River 2.50@3.25, McIntosh and 
Jonathan 2%.50@4.50, Snow 3@4.50, 
Winesap 3@ 4.25, York Imperial 2 50@ 
3.50, Greening 3@4, Baldwin ‘1. 75@3, 
Ben Davis 2@3, Delicious western J, 75 
@2.75 pbx, Spitzenberg. 1.75 @2.75, 
Winter Banana 1.75@2.50, Jonathan 
1.25@2, Grimes Golden 1@1.65. 


GENERAL MARKETS 


Unless otherwise stated. quotations in all instances 
are wholesale. They refer to prices at which first 
band. receivers sell the produce from store, warehouse, 
ear or dock. From these country. consignees must -pay 
freight and commission charges...When sold in: 
smaller way to the jobbing trade and to retailers an 
advarice is usually secured. - Retail sey to actual 
consumers may be 20 to 50% higher. 


Beans and Peas 

At New York, some. movement. of 
state marrow. beans,. prices firm. at 
$8.25 p 100 Ibs; practically no new 
pea or medium beans arriving; 1914 
pea beans, choice,. quotable at 6.50@- 
6.60, Lady Washin ron: Cal, 6.15@ 
6.25, small: white, 6.15@ 6.25, red 
kidney new-8. Dee RBO, Cal lima 5.70@ 
5.75, 1915: Seotch peas 4.95 @5. 

Dried Fruits 

At New York, steady to firm mar- 
ket for evaporated apples. Fancy 
evaporated apples quoetable-at 9@ eae 
p Ib, choice 8$@ 8c; prime.7% @8c 
sun-dried quarters 544 @6c,- slices 3% 


@ 4c. 
Eggs 

At New. York, .arrivals light,. fey 
qualities scarce and firm, other grades 
without change in value. Extra fine 
fresh gathered 38@39c p doz, extra 
firsts 35@37c, firsts 30@34c, state, Pa 
and nearby white hennery, fcy, 55 @ 
60c, brown 48@53c, gathered whites 
88@55c, browns 40@ 42c. 

Hay and Straw 


At New. York, market. firm on all 
grades, supply gradually reducing. 
Prime timothy, Ne weg at $27 p ton, 
No 1 26, No 2 23@25, few light clover 
mixed 33 @ 24.50, rye straw 14. 

Fresh Fruits 

At New York, pears selling well, 
quinees light supply and: steady, few 
arrivals of peaches and grapes, Baft- 
lett pears quotable at $2 “9°. .50 p bbl, 
Goakek 4@9,. Bosc 3@6. Clairgeau 

$@5, Anjou .2.50@3.50, Sheldon 3 @5, 





or 1. pees 00, quinces  2.50@ 4.50, 7 
hes « 50¢c @ 1. bu, Del - grapes ¥. state grange, rege ce N_Y, Feb 1-4 
a pearee p.case,. se f2 y 40 @ 80c, Cape! y BE Cheviot sheep society, Fayetteville, N-¥;- 


penies under this heading in cos line "without cmacge 


ee p_bbl,. 


Cod até Granberries - 
Sent Sy Black soc” Cal figs 40@50c, 
ba melons 1@2, 
Nuts 
‘At New York, Delaware, Md and 


W Va chestnuts anctnes a $2.50@ 
, p bu, Va and N C 2@4, Tenn 
@4 


Poultry 


At New York, general trading quiet, 
fair supply of fowls and chickens, 
scarcely enough to meet current de- 
mand, Western milk-fed, dry-picked 
chickens 26@27c p lb, Philadelphia 
and L I 28@25¢, O and Mich sealded 
16@1ic, dry- picked fowls, iced, 1644 @ 
lic, roosters 12c, turkeys 22c. 

Vegetables 

At New York, cucumbers dull and 
weak, cabbages in liberal supply, 
celery weak, eggplants firm, beans 
higher. Cucumbers quotable at $1@ 
2.05 p bbl, hothouse 75c@$1.50 p doz, 
Jersey corn 50@$1 p 100 cy carrots 
75¢c@$1 p bbl, beets $1@1.50,. wax 
beans 75c @$2 p bskt, green Tic @ $i. has 
brussels _sprouts . 5@8c Pont 
short, cut cauliflowers $1@2.75 7 bbl, 
celery 25@35c Py 12 “stalks, Danish 
seed ‘cabbage $6@8 p ton, domestic 
$2@4, celery senbame 50@ 75 p cra, 
eggplants $1@2°'p bbl, horsé-radish 
75c @$1.25 p 2-doz cra, lima beans 
$1@2 p bskt, mushrooms $1@1.75 p 
4-lb bskt, parsnips § $1@1.25 p bbl, Va 
large peas $2.50@3.50 p large bskt, 
romaine 25@7ic p bskt, spinach $1. 25 
@1.50 p bbl, Hubbard squash $1@ 
1.25, rutabagas 75c @ $1.25, “ tomatoes 
50@75c p bx, water cress 75¢ @$1.50, 
p 100 bchs. 


THE ONION MOVEMENT 


Owing to the very mild autumn and 
a stretch of high temperatures 
throughout practically. all of Oct, 
many onions are arriving at primary 
markets which show considerable de- 
cay. This has made it difficult for 
receivers and commission merchants; 
no matter how well intentioned, to se- 
cure uniformly good prices, and 
furthermore to. satisfy consigners. 
Onions have not only arrived in large 
quantities at Boston and’ New York, 
but at least a part of the receipts 
were in poor condition, quite. probably 
due to the damp weather-and perhaps 
to faulty shipping - methods. For 
example; if on a rainy day a grower 
pulls. his onions and. - immediately 
puts them into 100-Ibs sks, the onions 
do not have a-chance to dry, being 





confined in cars-and storehouses; and 
dampness naturally starts decay. 
Somewhat similar conditions attend 
cabbage. 


In the district from Florida to Pine 
Island about half the crop shipped; 
brought prices of. $1@1.40 p 1 Ibs. 
Onions much under. size, many: grow- 
ers stored to take expected advance. 
[A. W., Orange County, NY. 

Growers not selling freely at bids 
of $1.75@2 p cwt,- 2-8 of crop. in 
storage. Only half normal crop. 
[R. L. S., Wayne County, O. 

About 90% of onion crop sold, more 
than half moved off farms. Yield 
smaller than thought. No 1 onions 
selling at 60@80c p bu, picklers 25@ 
40c. Yield ranges from 200 to 600 
bus p acre; some rot.—j[C.-L: -C., 
Hampshire County,. Mass. 

At.New York, onions in fair de- 
mand and higher for best grades, 
but poor lots dragging.at irregular 
figures, White onions - quotable-.. at 
$1.50@1.75 -p cra, yellow’ 75¢c@$1.25 
p bskt, red 75¢c@$1.25, “state and 
western ‘yellow 1@1.75 p.ba 
1.75, Ct ualley yellow 1.75@2, 
Col 1.75 @2. 


“Cal and 





Coming Events 


Place, date,- time. and character of m will be 


if the * infornition weeks 
more before the ayy 2 RO to. be held, and pravided 
the meeting is more than merely -tocal town- 
ship interest. ‘Bend in your notice’ as much in 
advance as possible. 


—° pitate <6 day, => be observed rea: on 


25 
Atlantic deeper waterw sae yal convention 
. for intercoastal canal, 
Third annial ‘conf ket! yes 
erence on marke in 
credits (C.- W. Holinan,- “see 23 SB La Liat’ 
Chicago), Hotei Sherman Chicago, Nov 29-Dec 2 
Va road school, fuguitow, W Va, Jan 11, ue 
Farmers’ mutual protective assn, Indian iy aes, 5 4 


b/ Ri Sn of agricultural cotalion 
Jan 6-7 


we vo horticultural society,, Morgantown, W aie 5-6 
an 
N.Y. state assn of county agricultural societies; 
Albany. NY, Jan 20 
N Y state dairymen’s assn, Rochester, Dec 14-17 
New York vegetable growers’ assn, Ithaca, woe 8 
-1l 
National Poland-China record assn, Dayton, O, 


. Jan 26 
Vv —— state horticultural society, 
a. 


Charlottesville, 
. oat 12- . 
American Jersey cattle club, New York City, 
Pennsylvania state grange, State College, +: PF 
American assn of nurserymen, Milwaukee, bd 28-30 
June 
Western N Y horticultural society, Rochester, ye 
Holstein-Friesian assn of America, Detroit, Mich, ‘ 
june 
Maryland state dairymen’s ass, Baltimore, -Md, : 
Delaware 


— ae. Seaford, Del, Dec 8-11 
sists cultural society,, Easton, Ma, . 39/33 
‘an 
Delaware, Dover,- Del, Dec. 24-36 
aus poultry and pigeon show, Wil 
junatieg Hackney horse. society, New. York. C! oe 


NY sate todaceo rowers? asm, Baléwinere, W #0 


, red 1@ - 





49 Deo 18 


American Agriculturist 


International apple shippers’ assn, New York 3 
N J state horticultural society, Peete, n pea 
Maryland crop improvement assn, Battin” 2 te 


Martens state grange, Salisbury, Sor it 
state board of agriculture, y, Pa ct 


NN ¥ state agricultural society, Albany, N y. jan 
an civic assn, Washington, D C, ec 2g.5° 

NJ state board of agriculture, Trenton, N ‘ <o-al 
eb 24 


N Y state fruit growers’ assn, Rochester, N 4 
Society of horticultural science, Columbus, — 167 
De 


NY state breeders’ assn, Rochester. N ¥, D ri 
N Y state Shropshire assn, Rochester, N ‘ 
1-16 


American weet nurserymen’g protective aan Mi. 


waukee, Wis, June 28.99 

N Y state Berkshire breeders’ assn. Rocheste: NY, 
D 

oe ga horticultural assn, Sersnton. Pa Fas fH 

N Y farmers’ week, Ithaca, N J i 7-49 

Holstein-Friesian club of N ¥ cate, Syrac Ny 


American Delaine Merino assn, 
Fa farmers’ week, State college, ‘ . 
Buckeye corn special tour, Washington- Philad hig. 
ov 20-1 
Philadelphia Pa ree 4 
14-18 


De 
Lebanon valley poultry show, Sinking Springs Va, 


Cc olumbus, 6 0 


New York, 
Philadelphia poultry show, 





Farm bureau conference, Ithaca, N Y, Nov 84 
aid day in QObio, by proclamation of Gon 
pe go extension schools in Ohio, Nov 22 Mar MH 
Cleveland automobile show, Cleveland, 0, Jai 3. A 

N J hort meeting, Freehold, De 
“eg institute, Hightstown, ee 2 
N J state board of agriculture, Trenton, Ki - Dw 
Mercer ro board of agriculture, Trenton, Feb 3 
Palace poultry show, New York city, Dec §-19 
Pa state hort soc, Beading, Pa, Jan 7 22, "Ig 
Md soc, Baltimore, Md, vov 18-39 
poultry club, Red Bonk a F Noy 23-97 


Monmouth 2 
ws Jersey poultry assn Dec 14-17 
N J agri short course, . New Sransw: tk N J, openg 


owl 
Kutztown poultry assn, Kutztown Dec 6-1) 
Kent 1. corn and agri show, Dover, Del, Nov 3 
contest, Beading, Pa, Dee 2-4 
Reading pe poultsy and pigeon assn, Reading. 5a 

“ 6- 
and poultry show, Lebanon, Pa, rn 
pM Buffalo poultry show, Buffalo, 3 he Nor 23.97 
ae ee fanciers’ — kyo » # Nov 16-% 
J poultry, . come assn, Paterson, 
Ms Y state Gsiryasen’e 3 pf meme. NY, Dec 14-17 

‘% farmers’ week, state college, Pa, 


27, .°15-Jan 1. * 
Monmouth poultry club, Red Bank, N J, Noy i390 
Madison Square poultry show, New York city. 
Dec 31-Jan¢ 





Halladay’s Calves 


C. W. Halladay of North Chatham, N Y, a breeder 
of high-class Holsteins, writes: ‘‘My calves ought te 
sell well. They are sired by a brother to the only 
40-pound cow in the world who is under full age. All 
the cows in my herd have records above 20 pounds 
except two. The herd is tuberculin tested and unde 
the immediate supervision of the state agricultural 
department, as our milk is sold to a state institution, 
I am sociocing copy for a new adve t, which 


I pois 2 ke to have inserted in the can Agri- 
oulturist. Cat A. H. 
Sophie’s Tormentor Blood Everywhere 


The exceptional dairy qualities of the Sophie's 
Tormentor family is commanding. the ‘attentio. of 
ers all over the world. Hood farm of Lowell, 
Mass, is getting inquiries from al! parts of the | nited 
- Canada, Mexico, South: America, Cuba. South 
Africa, New Zealand, Australia. and Japan.- Most of 
the inquiries are for butis,.as Sophie’s Torceutor 
have proven ae ability as sires of large 

in. hundreds of Jersey herds, 

Recent cates “include “s very high class bull to W. C. 
wastes of: Boston, Mass, which makes the*fourt) bull 





bi haa purchased of Hood farm. Others 
oe been. — Donald Dickinson of oe 
Harbor, Mich; F. W. Axley.of Seymour, Wis; J. BR 
Cunningham & Sons of Rising Sun, Ind; |. P. 
Robinson of East A, 4 Me; F. L. Cook of 
Corning, -Cal; A. Smoot of Provo, Utah: N. B, 
Creviing of Aivine. Suen . D. Harvey of Bombay, 
N Y¥; Craster of Vernon, B C; E. D. Bios 
« of _ *- Creek, Mich; B. F. Thomas of 
Belleville, 0; F.-H. Boyce of Proctor, Vt; Thomas 
Atkinson - of Se Va; E. M. Houston of 
ee. ye B. Mears of Calvert, Tex.~ 


Yolsteine Change Hands 
Several live stock men from northérn Tioga county 
of Hoistein = to the big ‘live 
N last week. None of 


, disposed - of their." peooed’” ani nals, 
» puré-bred Holstein animalg were pur- 
Chased at the sale by farmers in Newark valley and 


vicinity. Cecil Boyce of Berkshire sold two cows at 
the sale for $415... The ‘“‘first’’ farm-tractor i. this 
section was recently purchased by William Mc(‘ul- 
loi of Newark valley, who is demonstrating its use 
and power:in hauling a quantity of lime,- three tons 
at a time, from the shipping station to-his farm. It 


but. furnishes 16 


ig an eight horse. power ntepetor, 
It is fitted with s 


horse power as stationary power. 


fans of three plows. This is one of thé comin: jrob- 
lems. for our farmers to solve—whether these tractors 
are practical among our hills,.and cheaper, all things 
considered; than horses.--The price-of horses is going 


up. .-In ~ hilly sections _like Tioga* Co, few tractors 
have ~ been ~ tried- out. - This ‘isbeing watched with 
much interest. A killing frétse came.on Oct 25. It 
found: the. farmers well -pre Beautiful v 
for fall .work.—[A. A. Drew, Tioga County, N Y 








SHEEP BREKDERS | 


Pinehurst Shropshires 
We are: offering: very, choice Ewes and 
Rams for. fouhdatien- stock. also fitted 
flocks*for State. Fairs—it pays to .buy 





the best: Send for catalogue. 
HENRY L: WARDWELL. 
Box .10: Springfield Center, N _¥. 





The Fillmore Farms 


are offering from their. noted’ Hortied Dorset | tock, 
fitted show flocks. If interested. write 


C. T. BRETTELL, Mer... BENNINGTON, VERMONT? 


- SHROPSHIRE. SHEEP 


Choice yearlings.of both sexes for sale: Also a very 
handsome spring farrowed Hampshire boar and a few 
sow pigs. ARTHUE 8S. DAVIS, Chili Station, N. Y. 


HORSES, JACKS. AND MULES — 
Several highly graded Percheron Fillies 


one, two and three years old. Also a pair of young 
horses, gray and black, weight 3000 Ibs., for sale. 
GRAYFIELDS FARMS . Greenwich, N. ¥. 


REGISTERED PERCHERON COLTS 
four to six months. weighing 500 to 890 each, the ‘os 
kind with plenty vf quality. Also sialliong from one 
to five years, and 50 Shetland ponjes. i 
FB. STEWART. ESPYVILLE. °* i 

















AUCTIONEERS 





"| DRARN AUCTIONEERING 


nal- and -Greatest-School and beens 
no cagsis invested: Every branc! of 
the in five weeks. Write today for ‘:ce 


ee Yl School of’-Auctioneeting, 20 N. 
Bivd., Chicego, Ti. Carey M. Jones, Pith 


At World's: 
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— 1914, at Forest City, 
Ohio, Indiana and Wi 
State — 

Cirevler end Prices 


TYWACAMA a FARMS, A. E. W 
Supt. Box 69, Farmingdale, ie, I he 5 A 












TOWNSEND FARMS 


BERKSHIRES 


Headed by ARTFUL DUKE 62d, ist 
senior yearling boar at Berkshire Congress Show 
in 1914. Write us your wants, we can supply you. 


TOWNSEND FARMS, NEW LONDON, O. 


assy gauss y 


mamma gs . . 

Championship Blood Predominates 
Bepid maturity end proBfener have been requisite 
factors in the development of 

The Fairview Farm Berkshire Herd 

come splendid fall 1914 boars and gilts 

a} mated trios of epring pigs to offer at this tne. 
gay InW FARM, mEBY 4. OHIO 
B. L. 














Pike, Proprietor BR. F. D. No. 2 











Delchester Berkshires 


u boars and gilts of spring far- 
row, 1915. Our fall litters are co: al ene: 
We can make up some good trios 
Our pigs are of 3 .~ prolific kind, and are 
sired by such boar aron O’Delchester, 186492, 
aud Black Star rth, 194083 


DELCHESTER FARMS, Edgemont, Pennsylvania 
for the Farmer 


Berkshires and Breeder 


Boars for service. Spring, summer and fall pigs, 
either sex. Mammoth Bronze turkeys. 
HOOD FARM, - - LOWELL, MASS. 


LARGE BERKSHIRES 
AT HIGHWOOD 


Begular falb offering of selected service boars. 
H. C.& H.8. HARPENDING, Dundee, N. ¥. 


We can_ offer 





































Yorkshire 


BOARS 


Ready for immediate service. 


Heart’s Delight Farm 
% CHAZY, NEW YORK 











BLUE RIBBON HERD 


Large Yorkshire Swine 
WM. BAHE & SON, Onondaga Hill, N. Y 


MULEFOOT HOGS 


est breeder in the State. Pedigreed stock for sale 
SAMUEL JOHNS, Box 198, WILMINGTON, O. 


MULE FOOT HOGS 


Bred gilts, service boars and young pigs now ready 
for t. Regis Prices t 


tered. 

BURRETT BROS., - - COLUMBUS, 0. 
BIG TYPE POLAND CHINA 
Serviceable boars and sows. 7 fall pigs. 
Write your wants a I will tell you the nearest I 


have na Soe wan 
SPRAGUE. Route 2, GRAFTON, 0. 














POULTRY BREEDERS 


80 MANY ELEMENTS enter into the shipping of 
our advertisers and the hatching of same by 
our bers thet the of paper cannot 

rantee that eggs shipped re the buyer un- 
Eroken. nor can they guarantee the batchinc of caes 


i 
He 


We shall continue to exercise the greatest care in 
allowing poultry and egg advertisers to use this paper, 
i our Pesponelbility must end with that. 





S. C. Wh. Leghorns 


BXCLUSIVELY 
Our strain are pronounced by leading 
utility men and judges wherever we dis- 
play them as Being the Standard. for 
utility Leghorns. estimonials galore. 
peepee stock the very best. 
ree. 
CLOVERDALE POULTRY FARM 

F. J. DeHart. Cortland, N. ¥ 


Catalogue 





15 FIRSTS, § SECONDS .OGDENSBURG FAIR 
White Wyandottes, S. C. Buff and White Leghorns, 
Barred y ver Campines, Bronze Turkeys. 
Write wants. Circular free. 

OWNLAND FABMS, SOUTH HAMMOND, N. Y. 








Large English Berkshire Swine 


Registered stock of the best types. Both sexes, not 


akin, at right prices. 
HOME FARM, . » CENTER VALLEY, PA. 


tfc ew COCKERELS | 


March and April batch, $1 each. 
B. 0. CATHERMAN, HARTLETON, PA. 





Berkshires, boars and glite of the best 
Oxford rams and ewes, imported, or sired by 
rams. The ashore will be sold cheap if taken soon. 
H. 8. TILBURY, Rt, 2, OWEGO, N. ¥. 


breeding. 
imported 





5 CHOICE BERKSHIRE PIGS sired by Prides Hope- 
ha _ —_ grandson wm is HO ayers Troe, end 
~ . - tion guaranteed. 


ted and expres Sitteres 
gated and soxorey fill Mayes. Prop, Howard. Pa. 





Meadowview Berkshires 
are large Berkshires. 186 Cor gale. Write your wants 
tody. VALIZE HAWKINS, FAWN GROVE, PA. 


Bell Tel. EAST VIEW FARM 


BERKSHIRES 


W. W. STEWART LINWOOD ‘'N. Y 


WOODLAND DAIRY’ FARM 


CHOICE DYE F 
Ey 


Both sexes—Best of B bie. 
W. E. BOWEN, 2&8. F: nD. - SYRACUSE, WN. ¥. 


BEAUTIFUL DUROCS 


Recisterod, = sow with 9 pigs, 1 sow with 8 pigs, and 
boar. All for $180 for quick buyer. 
KISSLEY’S BAKERY, TANNERSVILLE, mY. 


SHELDON FARM 


Registered Duroc Pigs of Both Sexes. Bred Sows, Ser- 
vice Boars. Bestof breeding. C.E.Barnes.Oxford.N.Y. 

















genece: Bred and open gilts, tried sows. and boars. 
x the kind that get 
Indian Runner ducks that were never 
defeated in sny W. 


show. White Wyand chickens. 
7. H STUART, ° - BREMEN, OHTO 


TOM BARRON S&S. C. W. LEGHORN breeding cx 
erels, from the large white strain and the igh 
egg reco! We trap nest an ve the 200 egg hens. 
Get the beat. 

DAVID M. HAMMOND, - CORTLAND, N. ¥. 


THE FARMER'S miter fagete. Wale Or 
meat. and Four 


Dington 
ne 5 TT 1 guaran 
an 


. Low lespen ¢ tastes 3,ducks, 
Special Fall Sale pore aie = , Belgian 
hares, Guinea pigs, 4 dos.” Tas — iat Sale only 
during Oct. and ~~ “Write for free price list. Satisfac- 
tion guaranteed. . A. Souder, Box G, Sellersviile, Pa. 





Box. _ LYONS; N. ¥. 








Silver Laced Wyandottes 


Males and Gomalen $2 up. ay ~ son $2 up. 
Pekin, Rouen and Indian Runner d 
Aldham Poultry Farm, f&. 323, Phoentxvitte, Pa. 


WE ARE NOW BOOKING ORDERS FOE 


Baby Chix, Bees and Queens 


for delivery. us quote you 
THE D. ¥ TATLOB CO. - NE 


§. C.W. Leghorns, Barron- Wyckoff Strain, 
cocks and cockerels; tens and pullets. Price right 
end satisfaction guaranteed 


THE ALLEN POULTRY FARM, RIVERDALE, MD. 











CATTLE BREEDERS 


WORLD’S CHAMPION 
AYRSHIRES 


We are now able to offer a. few bull calves, grandsons 
of our world’ 





jon cow, Auchenbrain Brown 
Kate 4th, from dams with advanced registry 
records. Our herd aveunend = pounds milk per 
year. Prices reasonable. 


ite for particulars. 
N. 


PENSHURST FARM, ° ARBERTH, PA. 





DUROCS Send no but write me what 

you want, iD ‘I will ship C. O. D. 

end will guarantee to please you. Service boars; 

and boar pigs. Teled sows, p Soest for Feb. first. farrow. 

D. 8. COOK, NORTH EATON, 0. 
10 service 


DUROCS sad 1 Barter Oils open ge 


to ship, sired by boars wt. rin Ibs., all immuned and 
tegistered. C. 3. McLaughlin & Co., Pleasantville, 0. 


TAMWORTHS fuztuics 
a and prolife, Best grazing qs tes & Circular Free. 

WARREN MORTO MORTON, Drawer 217, -Russeliville, Ky. 
RIDGELY MANOR FARM 

Pedigree Chester Whites 

BOX 58, STONB RIDGE, ULSTER CO., N-Y. 
Registered 0.1.C. and Chester White Pigs 
Bows Strains. a he Prices right. A few acing left. Now 


Digs of August farrow. 
WAYVILLE, N. Y. 

















$100 Buys heifer calf 
three months old 
$150 B ys heifer six months old ; 20-Ib. dam; 
2 sister to Ib. jr. 4 year old. 


Bulls Grandsons, of the Pontiacs 
tested dams, $100 to $150. 
Address, W. H. MACE, CORTLAND, N. Y. 


service bulls, ready for 
Sept. and Oct price , $100 and $125; 
youngsters 6 and s ‘mos. rh. to 375. 
= photo and DA F. 
rown Bros., St. Lawrence Co., Canton. N. Y. 














FOR SALE— i Holstein 





F Dec. 
jar t', fow C. W. Eckhardt; 21 Liberty St., N. ¥. 


For Sale 2 old panen F8 —— 

da. B. 0. record narnig 4in Tos = somiotihetat fn 

da., 750 Iba. Well grown: white. Psa at nae i gond 
catalog. Geo. B. Stevenson & Sons, Clarks Summit, Ps. 








marae erat ometatt tn 





Holstein Bulls 2 pera 


ant. SS Come AD LLIAMSPORE, 
@ & SLAB, 








East River Grade 


Holsteins for Sale 


120 EXTRA HIGH-GRADE sah 
stein cows. Some just fresh. 
due Oct. & Nov. Allin calf to Ree. 
Come and see these. STAY 
AND SEE THEM MILKED. 

10 Heifer calves 6 months old. 

20 Heifer calves 10 days old. 

10 Registered bulls. I keep only 
the best cows that can be found in 
this great dairy section. 

Bell Phone 14 F' 5 or 
McGraw 43 F 2 


John B. Webster, Cortland, N. Y. 














Benninger’s 
Fourth Consignment Sale 


Fair Grounds, Allentown, Pa. 
November 10-11, 1915. 


100 Reg. Holstein Friesians 


Consigners: B.C. Brill. A. H. Hibshman. 
W. M. Benninger and others. 
In this consignment will be some of the finest ani- 
mals ever led in the show ring, many with official 
milk and butter records; cows, yearling heifers and 


beifer calves, bulls ready for service and bull calves 
out of A. R. O. dams and large official records back 
of them. Auctioneers, Col. B. V. Kelley, Col. George 
W. Baxter. Write for catalog 


W. M. BENNINGER - Benningers, Pa. 





pees SQ, ".F7"e"e“F2E[}E [|] Wm OM MAI, 
Y 
j Z 
| DO NOT WAIT — 
ZY, & chance of a lifetime to buy s herd Z 
Y He is sees by a @ a a 
ZY Pontiacs, out of a cow that made « posers Y 
Y wt M43. Ibs. butter in 7 days, His da ZY 
Y ood producing cow. The first check tor Yj 
% $55 takes bim. G 
Z Stevens Bros. Co., Liverpool,N.Y. 7 


BWW WWD ww 


Great Big Bargain! ||. 


A splendid son of the great King Segis Pontiac 
Columbo, % brother to the $50,000 bull and com 
panion sire to Rag Apple Korndyke 8th, the greatest 
bull in the world. 

This young bull is a fine, straight individeal. half 
white, and from a great dam. ce is only $158. 
Other breeders would ask $500 for a ball of thie 
quality. Satisfaction absolutely guaranteed. Write 
= extended pedigree. Pine Grove Farms, Oliver 

abana, Jr., Elma Center, N. ¥. 








3 
Woodrow Farm: 


: We beg to announce that we have nothing to offer 
= for sale until after the first of the year, when + 
e will have some outstanding bred sows and gilts. = 


: A. A. Buckley, ‘Woodrow’ Farm, suse Aa, | Pe, 


A CARLOAD OF 


A.R.O. Holstein Cows 
and 5 Yearling Bulls 


of the best of breeding for sale. 
FRED A. BLEWER, - - OWEGO, N, Y 


Dairymen—Improve Your Herd 




















square w eloped. Hengerveld 
De Kol out of grafddaughters of De 24 Butte 
Boy 34, with A. R. 0. $75 to $150 if 
taken at once This is less than half their ralue. 


ky Il are short of stable room. Who is the lucky man? 
C. L. Banks & Son. Locus Stock Farm. New Berlin, N.Y. 





0 HIGH GRADE 
HOLSTEIN COWS): 

mt io nicely yt I -,;-™ heifers. $200 
» ov high grade heifer and bull calves, $10 and 


$12 e 
aes ROWS & SON, - TRUXTON, N. ¥ 


THE LAKESIDE HERD 


th 








bar's class of bulls. me choice young cows. Write 


our wants. 
. B. 4. POWRLL, 
904 W. Genesee Bt., 


Milanhurst Farms 


Offers 6 Holstein heifer calves, grand- 
daughters of King of the Pontiacs, nicely 
marked, good individuals, dams eired by 
one of the best sons of Pontiac Korn- 
dyke. ELSBREE BROS., Milan, Pa. 


Syracuse, N. Y. 





















She’s The 
Money Cow 


She makes use of every ounce 
of feed. Her milk is the richest 
of all the breeds in butter fat 
and solids, She is rugged and 
vigorous — will thrive in any 
cimate, She milks steadily, 
She is beautiful and gentle, 
She’s the mortgage lifter. She's 
the cow for the everyday farmer, 
yetshe’s the rich man’s too, 
And she’s the cow for the family. 
Our free book, “About Jersey 
Cattle,” proves these thin 
Send forit now—a postal will 
— it’s interesting and i Rstrastive, 


The American Jersey Cattle Club 
344 West 23rd Street + New York Cap 































perenne rasan 


Thirty Pound Bull 


For sale or rent. Three years old, 





2 every way riz'-t. 


-Carload Registered Heifers 
Eight to Sixteen months old, nicely 
bred, well marked. Every one a bargain, 


Ten Registered Cows Just Fresh 


J. A. LEACH, - Cortland, N. Y. 
Bel! Phone 305] 
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Country Life Farm Offers 
Holstein bull, bere Bev, 11, 1914. Sired by a son 


ing Co de, out of Belle Segis, 
~ butter in 7 days, one of the best da L 


reat Sees. The dam of this is 
Sir Hengerveld Pontiac and has a 3 
of 15.24 Ibe. butter in 7 days. ne “ad +. 
record of 19.64 lbs. butter in 7 days the 
of 3 A. B. OZ Sencetese. This bull fs @ 
dual has great 


marked, straight indivi 
For quick sale $75 will get bim : 
H. H. WHEELER, WEST WINFISLD, N. Y. 


Spot Farm HOLSTEINS 


FOR SALB 


























very fine bull, 

90 “its, 3 yie Tout ‘ite te Ee Gone 

dam. Oakland ret ae e ; 
Poutise fenenwaltt ; of Pontiac 
Alcartra, and from Vea 


gee pull tom's bard inet making good 


DAVIS & ADAMS 
Munnaville Madisesa Co., am 








z , ae FARMS 
sister of 
O71" four yr. old heifer ia corkerd 34. S+ 
Sired by quDes SBEGIS, 29.24 ib. son of == 
La Segie bn trai, Meyer 1055. 
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FC. SOULE & SONS, svenisilin’ N.Y. zi 


as COWS «4 


Coming fresh in next three months, Thee’ 
cows are mostly high-grade Holsteim,, 
young, in fine condition and large pro« 
ducers, and will be sold at reasonabila 
prices. Tuberculin tested if desired. 

W. H. WICKHAM, MIDDLETOWN, N.Y. 











Offers Holstein Bull Calf 
Spe etc nmars 











jaune | HOLSTEIN BULLS for SALE 
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FOR SALE 


2 ete aia Se ls 
-grade Holste years 

registered Jersey ery fine stock; " ay Md 

G. M. FEITNER, RUTHERFORD. 6 3. 

Phone Rutherford 896 M 48 Bast ey ty 














FOR SALE REGISTERED AYRS a4 
wn sell. from one individual to ‘carla ‘—% 
look them over. — and 


JOHN M. LEWIS, - ALFRED STATION, N. Y. 


Guernsey fF Bull Calves 


CLAIR G. = - hina N.Y. 


Holstein Bull Calves 


= The best breeding at farmers’ prices. 
FOUN E. CAMPBELL, BF. D. 1. Binghamton, ®. ¥, 
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Tuesday, Nov. 16, ’15 
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‘The undersigned has been instructed by 
MR. THOMAS R. EDMANDS, 
Ashuelot Farm, Keene, N.H., to sell by 


Public Auction 


at the 


UL 






George S. Griswold Farm 
49 Arch Street, West Keene, N. H. 


(2 miles from Keene. 4 mile from West Keene trolley) 


His entire herd of 
Registered 
Ayrshire Cattle 


numbering 42 head of choice individuals. 





I 


For Catalogue Address 


Leander F. Herrick, 


Auctioneer and Commission Agent in Improved Live Stock, 


405 Main St., Worcester, Mass. 








HAAAIVANHLLAILIAIAH LH 








HHMI 





mT I} Hi Hl WII 


wll 





ARTA 


HT 











Upland Farms Guernseys 





- Upland Farms Tamworths 














AWTHORN Dam i XIItI 


r ‘Head let On Our Guernsey Hora 
FLORHAM MONARCH 20771 
Sire, Ne Plus Vitra 15265 Dam, Princess Pretoria 28403 
Young Bulls for Sale 


A very few choice yo bulls, all § from 
+ month to some Feady tor for service, best of 


breeding. “A. BR. O asonable 
asad ‘or fancy stock. Write at once for 


H 
Sire, Hawthorn Major. Hawthorn Lass I. 
THE G 


TAMWORTHS AND B 
is. stock {s 


Tal some —_ 0 bréed.: 

1 ae, immune from cholera, aé —_ Tat ridcal has been 
ted with double in them abso- 

fately: dN, Buy pigs Ge devilop “quick, large pro- 

ducers, best of Spel and bring fancy prices for their 

superior hams and 

We are also Seesders of Registered Berkshires 

rite for prices..to 
UPLAND FARMS, IPSWICH, MASS. 





















Jenningshurst Stock Farms 


Offers a son of Rag Apple Korndyke 8th, the $25,000 bull. - The dam 
of this ‘bull is a daughter of Pontiac Korndyke, with an A. R. O. ‘record. 


This bull is a splendid individual, 
nicely marked and ready for service. 


‘W. W. JENNINGS TOWANDA, PENNSYLVANIA 
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Head your herd with a son of 


King Lunde Pontiac Korndyke- 


(His sire, aa the Pontiacs; dam 1S ee, paiter, 26193 Ibs. milk = 1 ye 





1, 1914, dam 18.80 1 yr. old, she 62%% blood 
40 Ib. 4 yr. hy 150. ‘No a Des. 1, 1914, dam 16.11 Ibs..3 a 
old, 6 dame in av. 25° $100... These are. fine individuals, 
well. grown and _nicely marked, , sure to increase records. No 1 is 


Write now 


ready for use. They Twill be sold quick. ‘ 
FABIUS, NEW YORK,’ 


EB. H. "KNAPP & SON 











Put your herd above the average - 


$200 will do it. 
ie Korndyke Veeman Artis, born May 24, 1915. 
very fine individual; color evenly niarked 


Grade Holsteins 


These Will Please You 
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- Time is Moacy 


That is why we arranged the “Four Great 


Days of Sale.” It takes time and costs good 


money. to get from place to place, and in 


‘these sales you can inspect and select from 


more cattle that you can buy than would 
otherwise be possible in the same length 
of time or at the same expense. 


‘Take time 


to visit these sales, Nov. 15-16, at Syracuse 
and Nov. 17-18 at Ear/ville. 


Earlville is but 42 miles from Syracuse. The train service 
is excellent, allowing you to attend all. four days, missing no 
portion of any day. Further, you can ship your purchases from 
the two sales in one carlot. 


‘To read about this 


great opportunity will avail you nothing, if you do not =mbrace 
your opportunity. Over 300 choice Holsteins are to be ¢ fered, 
among them some of the best the breed affords, herd sires fit to 
head the best of herds and females that are sure to enhance the 
value of the herds so fortunate as to secure them. 


If you want to make money 


in the Holstein industry, you can no better safeguard your in- 
terests than to place at the head of your herd the best sire obtain- 
able. If you haven’t money enough, join with your neighbors. 
A fifth interest in a good bull is worth more to you than all of 
an inferior one. 


It is a long, tedious task to breed up with bulls alone. If 
you have, at the start, the right class of females your success 
will come much more certain and much more quickly. 


A brief synopsis of what will be offered: 


The first two days we will sell King Dollar (in some respects the 
highest record bull in the world), a son of the $50,000 bull, King Segis 
Pontiac Alcartra, from a 32-lb. daughter of Pledge Spofford Calamity 
Paul; a son of the $15,000 bull, Spring Farm Pontiac Cornucopia, from 
a 31-lb. daughter of Pontiac Hengerveld Parthenea; Delia Homewood 
De Kol (30.28 lbs), and daughters of the following well-bred bulls: 


King Walker, King Pontiac Calypso, De Kol Paul Cornucopia, 
Pontiac Almeda Korndyke, Prince Manor Pontiac Korndyke, King 
Pietertje Sprig, King Korndyke Pontiac Lass, Sir Pietertje Lyons Hen- 
gerveld, Spring Farm King Pontiac, Sir Korndyke Cornucopia, King 
Pontiac Ambrosia, Imperial King Korndyke, King Pontiac Asiatic, King 
of the Pontiacs 18th, Dummerston Two, Pledge Spofford Calamity Paul, 
Duchess Ormsby Butter King, King Pontiac Carlotta, Beauty Pietertje 
Prince Count, Silver Coin Pietertje, Sir Sadie Cornucopia, Sir Tirania 
Segis, King Cornucopia Sadie Vale, Aaltje Salo Mercedes De Kol 
Prince, Sir Netherland Johanna De Kol, Sir Posch De Kol Artis, Elm- 
wood Beets Korndyke, Correct Change, Pontiac Hengerveld Parthenea, 
King Colantha Segis, Tidy Abbekerk Prince, King Segis Pontiac Ideal, 
Count Pontiac Spofford, King of the Pontiacs, etc., ete. 


In the last two days there is included a son of King of the Black & 
Whites. that may suit you better than anything sold in the two previous 
days. ‘Fhen the females offered are fully equal to the preceding days, 
including daughters of the following high class sires: 


Sir Beauty Veeman Cornucopia, Sir Beatrice Segis, Mooie Henger- 
veld: Burke, Mapleholm Korndyke De Kol, Beauty Pietertje Butter King, 
Dutchland Sir Hengerveld Korndyke, Joe De Kol Burke, Rouble Peck 
Butter’ Boy, *King‘ Pietertje Walker, King Korndyke Pontiac De Kol, 
Beauty, Pietertje, Hamilton, Artis De Kol Walker, Spring Farm Butter 
Boy, Woodmont Duke De Kol, Westside Ladoga, King Pontiac Canary, 
Chenango Hengerveld Korndyke, Matador Walker, Peck Butter Boy, 
Korndyke Creamelle, Oakland Sandes Burke, Albina Butter Boy, Lord 
Korndyke Inka, King Pontiac Jasamine, King Segis Clothilde, Lilith 
Pauline De Kol’s Count, etc., etc. 


Nearly all the females are granddaughters of famous sires and 
dams. It would be impossible to enumerate them, but merely to i! 
dicate the high quality we would mention Kins of the Pontiacs, Pontiac 
Korndyke, Hengerveld De Kol, Aaggie Cornucopia Johanna Lad, etc. 
The noted graddams, including K. P. Pontiac Lass (44 Ibs.), Blanche 
Lyons De Kol (32 tbs.), Sadie Vale Concordia (30 Ibs.) Tweede De 
Kol Lass (34:Ibs.), etc. There are dozens of others just as good as 
some of these listed. 


Remember, afl animals over 6 months of age will be tuberculin- 
tested by state-approved veterinarians, and remember that 


The man who buys now will reap the 
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"A Daughter 
of the Dons 


by 
William Mcleod Raine 





An account of the adventures of Dick Gordon in 


New Mexico, the same being hopelessly 


entangled with those of pretty 


‘Valencia Valdes 





Mr. Ainsa’s Message—-Vil 
ACK to Davis, who had 
b stopped to tighten his sad- 
. dle girth, came Dick Gor- 
‘§ don’s rather uncertain 
( tenortenor in a rollicking 


song. 

“There he goes, advertising himself 
for a target to every greaser in the 
county. Pity he can’t ride along de- 
cent, if he’s got to ride at all in these 
hills, where every guich may be a 
trap,” grumbled the old miner. 

He jerked the leather strap down 
with a final tug, pulled himself to the 
saddie, and cantered after his friend. 
Was ’arf afraid to speak!” 
in the sludgy, spudgy creek, 

Where the silence ‘ung that ‘eavy you 
“Elephints a pilin’ teak 

“No danger of the silence hanging 
heavy here while you're around trying 
to be a whole opery troupe ali by 
your lonesome,” suggested Davis. 
“Scemsg to me if you got to trapes 
round this here country hunting for 
that permanent residence, it ain’t 
necessary to disturb the Sabbath calm 
so onfeelin’. I don’t seem to remem- 
ber hearing any great demand for an 
encore after the rendering of the first 
verse.” 

“You do ce’tainly remind me of a 
hen with one chick, Steve,” laughed 
Dick. 

“I ain’t worrying about you none. 
it’s my own scalp kinder hangs loose 
every time you make one of your fool- 
plays,” explained the other. 

“Go pipe that up to your granny. 
Think I ain’t learned my A B C’s 
about my dry nurse yet?” 

“I'm going back to the gold camp 
tomorrow.” 

‘You been saying that ever since 
vou came here. Why Gon’t you go, old 
Calamity Prophet?” 

“Well, I am. Going tomorrow?” 


“You've hollered wolf too often, 
Sreve. I'll believe it when I see it.” 

“Well, why don’t you behave? 
What’s the use of making a _ holy 
Caruso of yourself? Nobody ain’t 

er pined to hear you tune up, 
anvhow.” 

“All right. Mum’s the word, old 


hoss. TN be as solemn as if I was 
going te my own funeral.” 

“] ain't persuaded yet you’re not.” 

“I'm right fully persuaded. Hatio! 
Stranger visiting at Corbett’s. Guess 
l'il unlimber the artillery.” 

They dismounted, and, before turn- 
ing ever his horse to Yeager, Dick 
uistrapped from the saddle his rifle. 
Though his manner was debonair, he 
suw to it that nobody got a chance to 
tamper with his weapons. 

“Make you acquainted with Mr Ra- 
mon Ainsa, gentlemen. Mr Gordon— 
Mr Davis,” said Corbett, standing in 
the. doorway in his shirtsleeves. 

“Mr Ainsa, a very young man with 
the hint of a black mustache over his 
boyish mouth, clicked his heels to- 
gether and bowed deeply. He ex- 
pressed himself as delighted, but did 
no! offer to shake hands. He was so 
stiff that Dick wanted to ask him 
whether the poker he had swallowed 
was indigestible. 

“I am the bearer of a message to 
Mr Richard Muir Gordon,” he said, 
with another bow. 

“My name,” acknowledged its 
owner. “You ain’t missed a letter of 
it. Must have been at the christen- 
ing, [£ expect.” 

“A message from Don Manuel Pes- 
quiera.”’ 

“Good enough. That's right friendly 
of him. How’s the don?” 

And Dick, the sparkle of malicious 
humer gleaming in his eye, shook Mr 
Ainsa warmly by the hand, in spite of 
that gentleman’s effort to escape. 

The messenger sidestepped as soon 
as he could, and began again, very 
red: 

“Don Manuel considers himself 
deeply insulted, and desires, through 
me, his friend, to present this note.” 

Dick looked at the envelope, and 
back at the youth who had handed it 
to him, after which he crowded in 
and pumphandled the other’s arm 
again. 

“That’s awfully good of him, Mr 
*Tain’t-so.”’ 

“My name is Ainsa, at your service,” 
corrected the New Mexican. 

“Beg pardon—<Ainsa. I expect 
hadn't: ought to have irrigated the 
den so thorough, but it's real good 
of him te overlook it and write me a 
friendly note. It’s uncommon hand- 
some of him efter I disarranged his 
laundry so abrupt.” 


“If the senor will read the letter—” 
interrupted the cnvoy dcsperately. 

“Ceiainly. But let me offer you 
something to drink first, Mr Ain’t-so.” 

“Ainsa.” ‘ 

“Aimsa, I should say. A plain 
American has to go some to round up 
and get the right brand on some of 
these blueblooded names of yours. 
What'll it be?” 

“Thank you. I am not thirsty. I 
prefer not.” With which Mr Ainsa 
executed another bow. 

“Just as you say, colonel. But 

you'll let me know if you change your 
mind.” 
Dick indicated a chair to his visi- 
tor, and took another himself; then 
leisurely opened the epistle and read 
it. After he had done so he handed 
it to Davis. 

“This is for you, too, Steve. The 
don is awfully anxious to have you 
meet Mr Ainsa and have a taik with 
him,” chuckled Gordon. 

“To arrange a meeting with your 


friend.’ Why, it's a duel he means, 
Dick.” 

“That’s what I gathered. We're 
getting right up in society. A duel’s 


more etiquettish than bridge-whist, 
Steve. Ain't you honored, being in- 
vited to one. You're to be my second, 
you see.” 

“I'm hanged if I do,” 
old miner promptly. 

“Sho! It ain't hard, when you learn 
the steps.” 

“I ain't going to have nothing to do 
with it. Tommyrot! That’s what I 
call it.” 


Dick Refuses to Accept Challenge 


“Don't say it so loud, “teve, or 
youll hurt Mr Ainsa's feelings,”’ 
chided his partner. 

“Think I'm going to make @ mon- 
key of myself at my age?” 

Dick turned mournfully to the mes- 
senger of war. 

“I'm afraid it’s off, Mr Ainsa. My 
second says he won't play.” 

“We shall be very giad to furnish 
you a second, sir.” 


exploded the 


“All right, and while you're at it 
too. 


furnish a principal, I'm an 
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Amoricon ' write by address Cripple 
Creek, Colorado, U S A. We don't 
fight duels ‘in my country any more. 
It’s gone out with buckled shoes and 
knee-pants, Mr Ainsa.” 

“Do I understand that Mr Gordon 
declines to meet my friend on the 
field of honor?” 

“That's the size of it.” 

“TI am then instructed to warn vou 
to go armed, as my friend will pun- 
ish your insolence at sight informally." 

Tt was just at this moment that 
Mrs Corbett. flushed with the vain 
chase of her fieeing brood of chickens, 
came perspiring round the house. 
She was a large, rotund person, not 
designed by nature for such aniuous 
exercise. 

“i declare, if them chickens ain’t 
got out, and me wanting two for sup- 
per.” she panted, arms on her ample 
“That's too bad. Let me chase 
them,"’ volunteered Dick. 

He grasped his rifle, took a quick, 
careless aim, and fired. A long- 
iegged, flying cockerel keeled over 
and began to kick. 


“Gracious me!" ejaculated the 
woman, 

“Two, did you say?” asked the 
man behind the gun. 

“T said two.” 

Again the rifle cracked. A second 


chicken fiopped down, this one with 
its head shot off at the neck. 

The eyes of the minister of war 
were large with amazement. The dis- 
tance had been seventy yards, if it 
had been a step. When little Jimmie 
Corbett came running forward with 
the two dead cockerels a slight ex- 
amination showed that the first had 
also been shot througnz the neck. 

Dick smiled. 

“Shall I shoot another and send it 


for a present to Don Manuel, Jim- 
mie?” he pleasantly inquired. 

Mr Ainsa met his persiflage 
promptly. 


“I do assure you, senor, it will not 
be at all necessary. Don Manuel 
can shoot chickens for himself—and 
larger game.” 

“Tm sure he’il find good hunting,” 
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Through the Head. 


Grasping the Rifle, He Took 
a Quick Careless Aim and 
Fired, Shooting the Chicken 


the other gave him back, looking up 
genieily. 

a is o aned hunter, senor.” 

“Don't doubt it a bit,” granted the 
cordial Angio-Saxon. “Trouble is 
that even the best hunters cant tell 
whether they are going to bring back 
the bear, or Mr Bear is going to get 
them. That's what makes it exciting, 
I reckon.” 

“Is Don Manuel going bear hunt- 
ing?” asked Jimmie, with a newly 
aroused boy interest. 

_ “Yes, Jimmie. One’s been bother- 
ing him right considerable, and he’s 
going gunning for it,” explained Dick. 


Gee! I hope he gets it.” 

“And I hope he don't,” laughed 
Gordon. “Must you really be going, 
colonel? Can't I do a thing for you 
in the refreshment line first? Well, 
so long. Good hunting for your 
friend. See him later.” 


Thus cheerfully did the irrepress- 
ible Gordon speed Mr Ainsa on his 
way. 

Miss Valdes Does Some Guessing 

Valencia Valdes had not ridden far 
when she met Ramon Ainsa return- 
ing from his mission. He was a sunny 
young fellow, whom she had known 
since they had been children together. 

It occurred to her that he bore 
himself in a manner that suggested 
something important on hand. His 
boyish mouth was set severely, and 
he greeted her with a punctilio quite 
unusual. At once she jumped 
shrewdly at a conclusion. 

“Did you bring our mail back with 
you from Corbett’s?” she innocently 
inguired. 

“Yes, senorita.” 

“Since when have I been ‘senorita’ 
to you, Ramon?” 


“Valencia, I should say.” He 
blushed. 
“Indeed, I should think so. It 


hasn't been so long since you called 
me Val.” 


“Ah! Those happy days!” he 
sighed. 

“Fiddlesticks!"” she promptly re- 
torted. ‘Don’t be a goose. You're 


not in the sere and yellow yet. Don't 
forget you're not twenty-one till next 
month.” 

“One counts time not by years, but 
by its fulness,” he said, in the man- 
ner of one who could tell volumes if 
he would. 


“TY see. And what has been hap- 


pening of such tremendous impor- 
tance?” 
Mr Ainsa attempted to twirl his 


mustache, and was as silent as honor 
demanded. 

“Pooh! It's mo secret. Did you 
find Mr Gordon at home?” 

“At home?” he gasped. 

“Well, at Corbett’s, then?”"— 

“I didn’t know. Who told you— 
er—”" 

“I'm not blind and deaf and dumb, 
you know.” 

“Rut you certainly have a great deal 
of imagination.” He recovered him- 
self. 

“Not a bit of it. You carried a 
challenge to this American from Den 
Manucl. Now, I want to know the 
answer.” 

“Pe oly, my dear girl—” 

“You needn't try to evade me. I'm 
going to know, if I stay here all 
night."’ 

“Tt's a hold-up, as the Americans 
say,” he joked. 


“J don't care what you cali it. You 
have got to tell me, you know.” 
“But I can't tell you, mina. It isn't 


mine to tell.” 
“Anyhow, you can’t keep me from 


euvessing,” she said with an inspira- 
tion. 
“No, I don’t see how I can very 


well,” he admitted. 

“The American accepted the chal- 
lenge immediately.” 

“But he didn’t,” broke out tho 
young man. 

“Then he refused?” 

“That's a little obvious now,” re- 
plicd Ramon, with a touch of chagrin 

“He was very angry about it, and 
threatened to call the law to his ald.“ 

Her friend surrendered at discre- 
tion, and broke into a laugh of delight. 

“I never saw such a fellow, Val. He 
seemed to think it was all a joke. He 
must have known why I was there, 
but before I could get in a word ‘the 
got holé of my hand and shook it till 
I wanted to shriek with the pain. 
He's got a grip like a bear. And he 
persisted in assuming we were the 
best of friends. Wouldn’t read the 
letter at all.” 

fContinued Next Week.] 
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The “ Ists” 
HELEN nina 
Mother is a Suffragis 
She stated the fact. With pride, 
A Motorist is Father, 
And he travels far and _ wide. 
Big Sister Julia laughs at care, 
An Optimist is she 
‘While Brother Will's a 
He’s for equality. 
Wee Sister’s a Somnambulist— 
She walks round in her sleep; 
And Cousin Nell’s a Futurist— 
Her pictures make you weep. 
My Uncle Jim’s a Pessimist 
Whose croaking never ceases; 
Am Uncle Ike’s a Specialist 
In brain and nerve diseases. 
I guess I’m "bout the only one 
Left out in all the list; 
But when I’m grown, I'll write my mame 
“Ted Jones, a Farmerist.” 


That Crucial Moment 


H. W. BIGELOW 

“T have heard tell,” said Henry 
Hox to his old chum John Stitson, as 
they stood on the high bridge over 
the Ausable river and gazed at the 
rushing, beiling waters far below, 
“that if two stones, one small and the 
other as much larger as you choose, 
are dropped from any hight at the 
same moment they will reach the 
water at the same time also.” 

“Do you believe that? I don’t think 
I do.” 

“Yes, I believe it, but do not think 
I have ever tried to see if it was true; 
Jet’s. see.”” 

Two stones were found, one about 
the ‘size of a baseball and the other 
all that Mr Stitson could carry to 
aiid place upon the rail. 

“Let her go,” said Mr Hox, and the 
two stones were pushed from the rail 
and a few moments leter plunged 
into the water below. 

“Well, it looked as if you were 
right, but it does seem strange, for 
one would naturally think the heavier 
the object the faster it would travel.” 

“Yes, John, I guess you will find 
that I was right, but remember that 
in order to have the rule apply. the 
objects must be of iike substances. 
Was it not for this exception to the 
rule, if we may call it an excéption, 
I would not be here today.” 

“That is a rather strange sounding 
statement; there ought to beea story 
connected with it. Is there?” 

_“*Yes, a short one. Standing here 
on the bridge, watching the water 
down there and speaking of falling 
bodies brings it to mind as if it hap- 
pened but yesterday. 

“It was the year that I graduated 
from college that the events which 
go to make up my story took place. 
Mother and father were at that time 
living in the town of M———, which 
is located in western Kansas. Father 
was in the grain business and had the 
management of several elevators in 
that part of the state. 

“The elevator at Me——, which 
went by the name of Elevator Num- 
ber Fifteen, was at that time one of 
the largest in the state. It was con- 
structed of brick and stood about two 
hundred feet high. The L—— 
river flowed close up to it on the 
south and a spur of the Rock Island 
sige extended along the north 
side. 

“Father’s method of doing business 
was to ship in grain by rail during 
the fall and: early winter, when the 
prices were down, hold it over until 
spring, when the prices were better, 
and then ship it out by boat. By so 
doing he got not only the benefit of 
the difference in prices, but’ also the 
benefit of the difference between the 
cost of a rail-and Water shipment. 

“The year of which I. speak there 
came in January avery dull period in 
the -grain. market.” Prices*°wére not 
good, *and asa result. many grain 
growers_ decided. to ‘hold’ their -own 
grain over until there! was an advance. 
The result of this‘ was that there was 
little’. grain - ‘arriving at. the elevator, 
with the secon of a féw carloads 

ed in-from out districts. 
5. There eto so little to’ do, father 
decided that it. was a good time for 
him “to get. in--his usual eastern trip, 
80° ‘leaving: me ‘in’ charge’he took train 


Socialist— 





Jor New 


“At. this’ time. there’ were but five 
y-employed inthe elevator; their 
were to take in grain when it 
Pikevers and watch the grain already 
and@ see that it ‘did. not. get 

and mold or become heated. 
men had long béen in fath- 
be om ey and-.-knew™ aboat the 
* what - fare. it_ needed: much 
ian) I~ ~ The™ only, duty 












e, 6 or renee ‘the’ only one. 
cat of me, was 
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pay the men, but I was twenty-one. 
I was my father’s son and had been 
left in charge; I was a college gradu- 


ate; in a word, 3 was manager of 
Elevator Number Fifteen, and I 
knew it. 


“Just before he left father had in- 
formed me of the fact that the sign 
board on the river side of the ele- 
vator had become loose, and said, 
‘Some day, when there is no grain 
coming in and the men are not other- 
wise occupied, better get them at it 
and tighten it up.’ I informed him 
that this would be done, and then 
immediately forgot all about it up to 
the day before he was to _ return, 
when I happened on the upper floor 
of the elevator and heard the wind 
blowing it against the building. 
Well, there was little to do that day, 
so we would fix it. 

“T got the men together, and with 
plank, tackles, tools and a keg of 
bolts, spikes and nuts we made our 
way to the roof. 

“The sign board extended the whole 
length of the building, and was about 
forty feet from the roof on the river 
side. The only means of getting at 
it was to let someone down from 
above, and this was done by fasten- 
ing a tackle from each of two tim- 
bers, which lay about twenty feet 
apart and extended over the edge of 
the building some two or three feet. 
The tackles were fastened, a plank 
extended from one end to the other, 
and all was ready. 

“‘Hand me a wrench and -some 
bolts and spikes,’ said one of the men 
as he got on the plank, ‘and lower 
away.’ 

“ ‘Better put this keg on,’ said an- 
other as he rolled it toward the 
plank; ‘it is heavy and will keep the 


“ Bestow thy youth so that thou mayst have comfort to remember it, when it hath forsaken thee, and not sigh and 


grieve at the account thereof; use it as the spring time, which soon departeth, and wherein thou 
oughtest to plant and sow all provisions for a long and happy life.” —Sir Walter Raleigh 


had said was correct. The work was 
such as required one’s moving ahout, 
and to swing nearly two hundred feet 
in the air and move about ona 
twelve-inch plank which is covered 
with ice is not an easy asx to the 
best of nerves. Far below ZI could 
see the skaters as they gilid¢@d: about 
over the ice. I could hear. then 
shout and laugh; they. were having a 
good time, I was not. 

“J had been at work some fifteen 
minutes and had, I might add. made 
no progress toward getting the sign 
tightened, when something happened. 
I had my hand on the keg and was 
bending over to get a spike, whether 
my foot slipped or a sudden gust of 
wind swerved the plank from under 
me I know not, but one thing F did 
know, the keg and I had started for 
the frozen river below. 

“Instinctively I grasped the keg, 
and when it began to travel faster 
than I, instinctively I let go. It all 
occurred in a moment, but one can 
think much in f moment ir it be the 
moment which links life witn eternity. 
The fall took but a few moments at 
the most, and yet in that time I made 
a complete review of my- life, each 
cross word I had spoken to mother, 
Some I thought were long ago forgot- 


ten, came to mind as vividly. as did 
the taunts I had just thrown at the 
workmen. There was a crash, the 


keg had reached its destination, and 
I soon would. The next I realized 
was a chill of cominug.in contact with 
ice cold water. 

“IT was fished out by the skaters and 
helped to the elevator office, where, 
after getting dry clothes, I found I 
was none the worse for my midwinter 
plunge. 


One of the skaters told me after- 

















Cracking Nuts on a Stone Is One of Childhood’s Joys in the Country 


plank from swinging so easily in the 
wind.’ 

“The keg was placed on the plank, 
two men got on and we lowered them 
to the sign. 

“They had been at work only a 
short time .when the signal to pull 
them up was given, and upon reach- 
ing the roof informed- me that-~ the 
wind was in such a direction as to 
blow the exhaust from the engine -in 
their direction. This blinded -them 
and also froze fo the plank and. made 
the work perilous, ‘Better let it. go 
until.a warmer day, or when the wind 
is’ in’ another direction. The sign 
board won’t come off farther than: it 
now is for months,’ said one of; the 
men that had been on the plank. 

““*‘No,’ said I, just a little irritated 
that they. should fell-me what I ought 
to do. ‘Father will. be here tonight 
or tomorrow, and I want the job done. 
Use a little caré and there will be no 
danger. ‘Try it again.’ 

“They tried to reason with me, but 
Tt. would not listen; and* the outcome 
was a réfasal on their part to. try 
again, and I must éither do it myself 
or give in to the men and admit they 
were in the right. 

“T>shall not. repeat, altthough*I> do 
remember what I said to them as-I 
got on the plank and. commanded 
that they let me down. Théy.did not 
seem. to mind what -I said and-went 
about .their work as if. nothing had 
happened or was happening: i 

“T° was lowered «to “the: sign, «. and 
had béen™” there “but > a téw - “morments’ 


when I realized that what the men. and wheels. 


bi 





ward that. he had seen it, and that 
it was a tragic sight... I told him. that 
it was a-tragedy, onein which I playes 
the part. of the. fool, and. who. will 


say that I did-not: play my part: well?’’. 





Before Clocks Talked 
HELEN M, RICHARDSON 
*“T love this old clock, Grand- 
father,” Stuart said, as he stood by 


fore the tall clock in the hall watch-. 


ing his grandfather give it its weekly 


“wind-up,” as he called it. 

“So do I,” his . grandfather _re- 
plied. 

“How old is it?” Stuart queried, 


admiringly viewing the shiny brass 
balls on- top, and the queer signs all 
around the dial. 

“About 200 years, as near as I can 


reckon,” his grandfather answered. 
“The- look of admiration upon 
Stuart’s face deepened into. one: of 


@we as he said: ‘Why, I didn’t 
know clocks eve. ! ved to be as old as 
that.” 

“Perhaps you would like to hear 
something concerning the- timepieces 
that were used before clocks were in- 
vented,” Grandfather continued; sit- 
ting down.upon a stair and drawing 
Stuart down beside. him. 

“I. think ‘it would be very interest- 
ing,” Stuart agreed; lifting -an. at- 
tentive face: 

“The first clock. was’ made«in the 
fourteenth: century,” -Grandfather..be- 
Agem...‘Et consisted simply of a: weight 
It was considered'a very 





wonderful_invention when, some three 
centuries later, the pendulum clock 
took its place.” 

“How did people tell time before 
there were “any clocks?” inquired 
Stuart. 

“There were curious contrivances 
called dials which ‘told the time orf 
day by means of a shadow cast upon 
a plate either by a contrivance called 
a style, which was blunt at one end 


and pointed at the other, or by the 
sun. The style corresponded some. 
what to the hands of a clock, and 


when regulated by the sun the whole 
instrument was called a sundial. 

“The sundial was succeeded by a 
glass vase consisting of two com. 
partments which were connected by a 
Marrow opening through which sand 
or water could slowly drop from one 
into the other and thus measure time, 
When the bottom glass became full, 
which was in one hour, the whole 
thing was turned upside down, and 
another hour began” 

“But timepieces never talked un- 
til clocks were invented,” Grandfather 
remarked, as the tall clock in the cor- 
ner struck five. “That says that it is 
time to go for the cows.” 

“How did you learn so much about 
‘timepieces?’”’ Stuart inquired, as he 
accompanied his grandfather to the 
cow pasture. 

“T used to be a clock-maker, before 
I turned farmer,” his grandfather 
answered. 





Salutations in Different Countries 
ARTHUR LENOX 

The American or English speaking 
folks say: “‘How-do-you do?” “Hello?” 
or “Good morning.’”’” The . French: 
“How do you carry yourself?” The 
German: “How goes it?’ The Dutch: 
v do you travel?” The Spaniards: 
are you passing it?” The Arabs: 
“A fine morning to you, The Turk ss 
“God grant you his blessing.” The 
Egyptians: “How do you perspir¢ 
The Chinese: ‘How are you digest- 
ing?” The Greeks: ‘How are you 
getting on?’ The Italians: “Grow 
in grace,” but now in most parts of 
Italy they say in effect: “How are 
you?” 





How “Blue Blood” Originated 


BEATRICE M. PARKER 

We quite often hear the term “blue 
blood” used to designate persons who 
are thought to have come from older 
or more aristocratic families than ihe 
ordinary or common people about 
them. This is a very odd social te:m, 
and one that few people know in its 
true or original meaning. 

Many years ago the Moors ruled or 


controlled the greater part of Spxin, 


and they were known as one of the 
greatest fighting peoples that he 
world ever saw. They were what we 
might call high-§Spirited and ambi- 
tious to conquer more and more na- 
tions. In color they were very dark, 
almost black, and when the Moors 
intermarried with the Spanish people, 
whom they had conquered, a race was 
produced that. was distinguishable by 
the color of their veins in hands and 
faces, these being very black as com- 
pared -with the. veins of “people whe 
had net ‘marricd others of Moorish 
descent. 

It/-was-because of this:odd-color of 
vers that the expression “‘blue blood” 


came into use. The Moors had lost 
much of their fighting disposition by 
intermarriage, and finally they in turn 


were conquered and driven from 
Spain. _Then there came a’division of 
‘classes and only those who could 
trace: their family history back to the 
time before. the Moorish conquest 
were considered as aristocrats. hese 
had not intermarried, but had kept 
themsélves aloof from the Moors and 
their mixed -children.. As proof of 
this fact they showed the veins of 
their hands and faces, and _ these 
veins were blue instéad of black, as 
in the people of Moorish descent. 
Thus the term “blue blood” came inte 
use. From. Spain it spread _ inte 
France merely as an expression te 
designate the aristocracy, and from 
there it went over to England, and 


thence: to America, altheugh it is less 
used in this country than in Europe. 





He Was Born with It 


A woman was listening to a lons- 
shoreman as: he was delivering him- 
self of a perfect torrent of picturesque 
language, 

“My man,” 


she said, ‘‘where did 


“you learn such awful language?” 


“Learn-it? ma’am ?’’ «asked the mam 
“Xou don’t learn it: it 
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A Few Hours Real 
Pleasure in the 
Evening 


HE bright 
light of the 
Rayo Lamp 
makes reading and 
<a real pleas- 
ures these evenings. 


O 


Lamps 


The Rayo givesa steady 
light that can’t hurt 
the eyes. It requires 
almost no attention. Its 
simplicity of design 
makes it easy to keep 
clean. You don’t have 
to remove the shade to 
light it—just lift the 
gallery and touch a 
match. Most conve- 
nient—most efficient 
—most economical. 


The Rayo is one of the 
famous SOCONY pro- 
ducts that all house- 
wives know and use. 
These SOCONY: pro- 
ducts assure you the 
highest quality and satis- 
faction. Ask for them. 
Standard Houschold 
Lubricant 
Standard Hand Separator 
Oi 
Parowax 
Mica Axle Grease 
Eureka Harness Oil 
Matchless Liquid Gloss 
If your dealer does not 
carry them, write to our 
nearest station. 


Standard Oil Co. of New York 


(Principal Stations) 
NEW YORK 




















The Country 
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A Clothes Closet Substitute 


CECELIA M. HENDRICKS 


One of the most difficult problems 
in a small house when guests come 
is the question of clothes closets. I 
found a solution of the problem this 
summer that is as simple and inex- 
penive as it is satisfactory. In the 
space behind a door I put a rack like 
the accompanying sketch. When the 
door was ecpen the rack, with its 
load of clothes, was entirely hid. 
To get at the rack it was necessary 
only to close the door. A sheet 
thrown over the clothes on the rack 
protected them from all dust. 

To ‘make the rack requires two 
pieces of two by four sixteen inches 
long, two pieces of one-inch stuff, 
two inches wide and six feet Itong, 
a piece of the same as long as 
the rack is to be, and a broom handle 
the same length. Nail the six-foot 
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Easily Made and Extremely Useful 
pieces firmly to the two by fours, ¢x- 
actly in the center and exactly at 
right’ angles so the rack will stand 
straight. it is wise to use a T square 
in placing the uprights on the two by 
fours. Nail the other piece of inch 
stuff across the bottom to hold the 
rack firm. Whittle down each end 
of the broomstick for an inch, till 
it is fat om each side. Nail this to 
the top of the uprights, and the rack 
is finished. If the rack is more than 
four feet long, it is well to put an 
upright in the center also. 

When the rack is to be used be- 
hind the door, make it six inches 
shorter than the measure from the 
corner of the room to the door frame. 
This allows the door to be opened 
wide. Of course a rack like this may 
be set anywhere against the wail in 
a room, but it is especially suitable 
to put behind a door, as it is then 
entirely out of sight. With a place 
to put clothes, it is not difficult to 
keep a room in order. It is astonish- 
ing how many clothes may be hung 
on a three-foot rack of this sort. 








Fire Danger in the Home 


The state fire marshal states that 
mothers start the majority of all sorts 
of fires excepting those from dynamite 
and lightning. This is due in most 
cases to lack of knowledge or lack 
of care. Mothers almost monopolize 
the gasoline fires, for they use that 
dangerous petroleum product for 
everything, from cleaning hair tib- 
bons to slaying bedbugs. Many use 
it as carelessly as if it were water, 
emptying it into the sink, where it 
is heard from later as a “sewer gas 
explosion.”*~ Washing with gasoline 
should be done out of doors. When 
the gasoline is no longer fit for use, 
throw it on the ground, where it will 
quickly evaporate. 

Cook stoves cause a large number 
of fires. Cracks in stoves iarge 
enough to allow an escaped spark are 
common, also stove lids that do not 
fit on the tops. Oftentimes the pipe 
has imperfect joints or does not fit 
the chimney well. 

The stove should be one and one- 


half feet from the wall, or the wall 


protected with a sheet of zinc or tin 
loosely hung on hooks so air can cir- 
culate behind it. This should extend 
a yard above the stove to protect 
from the pipe, which often becomes 
extremely hot to that hight. Under 
the stove should be a sheet of metal 
extending far enough to catch the 
coals falling from door or cracks. 
Every stove pipe should be held to 
the chimney by wire. 

A large number of conflagrations 
come from sparks falling on a fuazy 
shingled roof. These are often caused 
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by overcrowding ithe cook stove. 
Light materials used in starting or 
kindling a fire in many cases are 
carried above the building by the 
draft. 

Trying to encourage a lazy fire with 
kerosene more often results in burn- 
ing the cook to death than the house 
down. Putting coal oil on kindling 
in a stove that is cold-is good prac- 
tice. Throwing on a fire that is giv- 
ing off a sharp blaze startles but 
seldom harms. The great danger is 
putting coal oil on hot embers, which 
converts it into a gag which explodes 
when the biaze starts. The use of 
matches while searching for articles 
in closets and cellars makes an ex- 
pensive group of losses in the reports 
of fire marshals. Often the match 
is cross-grained and the head flies 
off in an unnoticed spot. 

Kerosene lamps when well treated 
are not dangerous, but if the wick is 
left up so the oil can run down over 
the lamp bowl, the brass collar not 
kept bright and the screen open so 
the heat will be radiated, then the 
heat will be held until the oil gives 
off gas which will explode when it 
rises to the blaze. Lamps and burn- 


ers which are kept perfectly clean 
are comparatively gafe articles A 
most dangerous practice is that of 


filling the lamp while it is lighted. 
Another is filling it near a fire, be- 
cause the vapor will expand when 
lighted. 

Rags smeared with butter, lard or 
any oil but kerosene may take fire if 
thrown where there is no movement 
of air to carry away the heat made 
by the grease on them drying. Such 
rags, and the wrappings from ham, 
if thrown in the trash barrel, are apt 
to set the contents on fire. The stove 
is the only safe place for them. 


What Would You Do? 


Some months ago in your columns 
there appeared a contest in which the 
subscribers told what they would do 
with §500. I wish they would write 
in now and tell me what they would 
do with $1000 if they had it, to start a 
new country home. 

Would they advise renting first un- 
til you became acquainted with the 
neighborhood and learned whether 
the nearby markets are prosperous 
enough to handle all the produce you 
could supply? Would it be advis- 
able to pur land and build, if 
possible, through a building associa- 
tion or place a mortgage on the 
place? Would $1000 be enough to 
start, in a very modest way, a home 
which would support two people un- 
til they were able to make something 
from crops, poultry, fruits, etc? I 
would be particularly glad if some 
reader of the household who has had 
experience starting out with a small 
amount would write in and _ tell 
about it. 

I want to to make for 
home in a country place which will 
not. be too isolated, with the help 
and companionship of a young rela- 
tive. We wish to enjoy the freedom 
and the fresh air of the country life, 
but at the same time there must be 
enough land for us te make a living. 
We both have had practical expe- 
rience on a farm but do not feel sure 
enough of ourselves to go ahead 
without advice from someone who 
knows and who has been successful 
from a smal] beginning. Which would 
be better, to go to a good real estate 
agent or to answer advertisements in 
the mewspapers? Is it best to get a 
place on which a house has already 
been erected or to build a small shack 
or bungalow? Are the climate and 
soil more desirable 20 to 25 miles 
from the shore or farther inland?— 
{Martha Moore. , 

{The household editor would be 
very glad to publish any letters sent 
her which may throw light on this 
subject. There are, doubtless, many 
other women who have saved up a 
small amount of money and who are 
desirous of coming to the country to 
live if it seems a practical move. 
Surely, some of our renders have 
tried it or know someone who has. 
If they can help by advising Miss 
Moore in this matter, we, as well 
as she, will appreciate it.] 





myself a 





“Bobby,” said the Sunday school 
teacher, “can you tell me the two 
things necessary to baptism?” 

“Yes’m,”. gaid- Bobby; “water and 
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for a salesman to travel in 
the rural districts selling A merican 
Agriculturist to the farmers. 


The work is pleasant and 

highly profitable, with splen- 
did opportunities for advance- 
ment. 


We want a man who de- 

sires a permanent position 
and upon whom we can de- 
pend, and do not care to hear 
from triflers or men who only 
want spare-time work, or who 
wish to carry our publications as 
a side line. 

WRITE quickly, telling all 

about yourself and expen- 


ence. Addi 


Cray” AMERICAN AGRICULTURIST ‘ 
! 315 4% Avenue, New York Clr 
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Delicious Dishes Made with Cider 
VIRGINIA CARTER L&E 
x - The groaning cider mills pouring 
ut their riches through all the apple 
districts, should suggest to the prov- 
ident housewife her opportunity of 
Utilizing this valuable beverage when 
it is at its cheapest and best. Indeed, 
few housekeepers realize its possibili- 
lies. It may be boiled and kept for 
winter use, used in making up a batch 

f mincemeat, put up for school 

uncheons and breakfast relish in the 
a. of a tempting apple butter, 
Utilized in that famous dish “baked 
hant roasted in cider,” as well as 
Various other good things that depend 

m the cider for their delightful 
tart, fruit flavor. 
i After preservatives have been used, 
cider is néver quite the same, ai- 
though it may be made to-answer 
ny useful purposes,.and a reMable 
recipe for keeping cider is as _fol- 
léws: Mix one ounce of. salicylic acid 
thoroughly with one gallon of sweet 
dider and then add the whole to a 
Darrel of fresh cider. This should 
only be done after the cider has 
worked itself clear, but not hard; 
then bottie and seal. 

APPLE © BUTTER - WITH CIpER—Tuke 
sweet cider as soon.as possible after 
it. comes from the press, .boil it down 
one-half and fill the kettle with 
sweet, juicy apples. Let them sim- 
mer very gently over a moderate 
heat the greater part of a day, or 
until .they have cooked down about 
one-half and are very thick (be care- 

not to scorch the butter). Stir 
equently with a wooden spoon or 




















Fried Sausage and Apples Are Good on a Cold Day 


Prick sausage with a 


a delicate 
large, tart apples and cut them 
thick. ' Fry 


fork and piace in the frying 


pan; cook until 


brown on both sides and pile on platter. Core and pare four 
in slices about a quarter 
a delicate brown and place around the edge of the platter 


of an inch 


and use as a garnish with parsley for the sausage. 


w'th baked apples and in the filling of 
apple pies. Be sure you get the frésh, 


absolutely fresh cider. Put it into 
a porcelain-lined kettle and cook 
gently over a moderate heat until it 


is reduced one-half. Pour boiling hot 
into sterilized jars and use the self- 
sealing variety: with new rubbers. 
CIDER MINCEMEAT (mock mince- 
meat ther three pints of 
pared and chopped apples and three 
pints of chopped green tomatoes 
(peeled). Let stand for four hours 
and.drain thoroughly. Then add four 
cups of brown sugar, half a cup of 




















dressing. 


dle and when. cooked, pack away 
stone jars. Some housekeepers 
prefer to use half sour apples. In this 
He aed sweeten to taste when the ap- 
pies first begin to’ break, and if the 
vor of spices is liked, ground cinna- 
mon and grated nutmeg may be 
added. This butter will keep in- 
definitely. 

MULLED CIDER—This old-fashioned 
beverage was a decided favorite in 
folonial days. It is an _ excellent 
mild tonic and warranted to break up 

cold, if sipped boiling hot just be- 
nue ae ng. Beat three eggs .well 

da just ehough, sugar to tone 

awe. the slight acidity of the cider 
that is to be used. Boil one quart of 
cider for -five minutes, then pour it 
Retur ‘upon thé eggs and stir briskly. 
éturn to the saucepan, heat again 

Imost to the boiling point, pour into 
thiek glasses and dust the tops with 

Brated nutmeg. 


BAKED. FRESH HAM WITH CIDER— 
fHave the. butcher remove the bone 





from a small fresh ham and fill the 


































heat slightly and finish baking. 


ken with 4 savory dressing. Sew up 
e vent securely, lay in a baking 
an, cut the upper layer of fat into 
squares, and after dredg- 
ur, salt and pepper, pour 
to the pan a generous pint of sweet 
der. Roast in a hot oven for the 
twenty minutes, theh reduce the 
Baste 
quently with the cider whilé roast- 
and add a, little ground cinnamon 
before the: first basting.  Pre- 
e Re gravy from the liquor in the 
ickened by the addition of a 
browned flour, mixed to a paste 
cold water, 


faicen from which the bone has been 


is 1a delicious 
red to use in making spice or 
il Sic cakes, in the making of 











ppie eotecnm as @ syruDd to serve 








For Sunday Night Lunch Try Ham-Toast Sandwiches 


Toast rounds of bread to a light 


brown color and spread with salad 


Place a mixture of chopped ham and a little pickle between. 


vinegar, one large cup of boiled cider, 
three cups of seeded raisins, three 
teaspoons of ground cinnamon, half a 
teaspoon of ground cloves, two tea- 
spoons of salt, and three-quarters of 
a teaspoon each of ground mace and 
allspice. Place the ingredients when 
well mixed in a preserving kettle, 
bring. slowly to the boil and simmer 
for two hours. Add three-quarters of 
a cup of butter, stir until if is dis- 
solved and turn into glass preserving 
jars: 

CIDER CAKE—Sift together four cups 
of flour, three feaspoons of baking 
powder, one saltspoon of salt and one 
teaspoon each of ‘ground cinnamon, 
allspice and nutmeg. Beat to a cream 
half a pound of shortening and one 
scant pound of sugar. Add three eggs, 
whites and-yolks beaten separately, 
and gradually add this mixture to the 
dry ingredients with sufficient sweet 
cider to form a cake batter. Beat the 
mixture hard for five minutes, blend 
in two cups of seeded raisins and 
pour into a well greased cake pan. 
Bake in a slow oven for forty minutes 
and when cold, ice with boiled 
frosting. 


Fur Coats a Necessity on Cold Days 
ROSE ARNETT:* 

No one realizes the value of a-fur 
coat more’ than the man- or woman 
who is obliged ‘to make long, drives in 
winter. We live quite ‘a distance from 
stores and postoffi¢e, etc, so miust 
drive a number of miles each .wéek. 
A fur coat is a necéssity with me, 
instead of a luxury. I talkéd this 
matter over with my husband and 
we priced the fur coats in the local 
stores, but their. high prices ‘were 
more than I could afford. 

One evening, while we were dis- 
cussing the ways and -méans, I told 





him that I had seen ‘an advertise- , 


As 


ment in our farm paper of a fur com- 
pany who would tan hides of a cow, 
calf, horse; in fact, any kind of an 
animal, and make them into coats 
for much less than fur coats bought 
of a dealer. 

We decided to at least send for 
their catalog, as the advertisement 
stated that it’ told how to take off 


and’ care for the hides and gave 
shipping directions. We soon re- 
cejved their catalog, in which Mr A 


was as interested as I. You see, they 
will guarantee complete satisfaction 
with every coat and also deliver- the 
coat to your express office for ex- 
amination before they require any 
money. 

It was my plan to buy a cheap 
horse or cow and keep it until late 
fall or early winter, when the pelt 
is in the best condition, and then 
have it killed, using the meat for my 
hens, jlhereby saving the expense of 
buying green cut bone, meat, etc, for 
them. We bought a canner cow 
from a neighbor for $12. This we 
fed and kept comfortable until about 
December 1, when I had my husband 
kill and dress the cow according to 
directions. Then I helped him 
spread it out flat on the barn floor, 
flesh side up and salt it. We used 
plenty of salt, using special care to 
cover every spot. We had weighed 
the hide “and found that it weighed 
65 pounds, so we used 33 pounds of 
salt. We let this lie three days, 
then added more salt to cover bare 
spots, rolled it up and placed our 
address on it,.. also a shipping tag 
Plainly marked, “For tanning depart- 
ment,” with their name and address. 
We shipped by express, billing it as 
@ green salted hide. 

The same day I wrote them to dye 
the hide black and also to line it with 
@ serviceable satin, trim it with 


mohair cord fastenings and ae 
buttons and have the length 
inches, aS one needs a fur coat = 


be long while riding. I also sent full 
directions for measurements. 

Then I anxiously awaited the time 
when my new coat would come. _ It 
came in time for the new year, and 
I was very much pleased with it, as 
T could not buy one as good here for 
50. This one cost ‘$20, and the cow 
12, but I saved the price of the cow 
because of the feed for my hens, 
although if it was a dead loss it 
wouid have_only cost me $2, $18 less 


‘besten Agriculturist 


ie Acres in Her Home 


5 For work to do though it may run from early morn to set of sun; fot those who love us, whom we love ; for faith in men, in God 
above; for friendships kind, for friendships true, for friendships old, for friendships: new ; for home where, though it 
may not be a palace, love waits tenderly--For these and many more unsaid should thanks be daily offered 


than I could buy it here. They also 
sent a nice pair of fleece-lined fy, 
mittens with my coat, so that now 
when I ride on-very cold days with 
a hood, my coat and mittens | never 
am cold, and can drive five or ten 
miles with comfort. My advice to 
other women situated as I am is go 
and do likewise. ba 


Ma and Her Auto Ride 


Before we take an auto ride P 
Ma, “My dear, 

Now just remember I don’t need, 
ance from the rear: 

If you will just keep still 





& Says to 
assist. 


back there 
and hold in check your fright 

I'll take-you where you- want to go anq 
get you back all right. 

Remember that my hearing’s good and 
also I'm: not blind, 

And I can drive this car without sug- 
gestions from behind.’ 


Ma promises that she'll keep still, then 
off we gayly start, 

But soon she notices ahead a peddler 
and his cart. 


“You'd better toot your horn,” says sh¢ 
“to let him know we’re near. 

He might turn out,” and Pa_ replies: 
“Just shriek at him, my dear. 


And then he adds: “Some day some 
will make a lot of dough 
By putting horns on tonneau seats for 


guy 


women folks to blow.’ 

A little further on Ma says: “He sig- 
naled for a turn.” 

And Pa says: “Did he?” in a _ tone 
that’s hot enough to burn. 

“Oh, there’s a boy on roller skates,” 
Ma cries, “now do go slow, | 

I'm sure he doesn’t see our car. 
Pa says: “I dunno, 

I think I don’t need glasses yet, but 
really it may be 

That I am blind an’ ec annot see what's 
right in front of me.’ 

If Pa should speed the car a bit some 
rigs to hurry past. 

Ma says: “Now do be careful! You are 
driving much too fast.’ 

An’ all the time she’s pointing out the 
dangers of the street 

An’ keeps him posted on the roads 
where street cars he will meet. 


Last night when we got safely home Pa 
sighed an’ said: “My dear, 
I’m sure we've all enjoyed reg drive you 
gave us from the rea 
{Exchange 





Homemade “ Dustless Dusters ” 
M. G. FEINT 

The dusters that agents and stores 
sell at 25 cents each can be made at 
home very easily. Take a square of 
cheesecloth, preferably black, hem it, 
and wring it out as dry as possible 
after dipping it in warm water. 

A very simple and effective duster, 
but one that has to be prepared anew 
frequently, is made by *° wringing it 
then out of plain kerosene, about two 
tablespoons. For more lasting and 
less oily effect, wring it. out of about 
the same amount of a mixture of one 
ounce of paraffin oi] and three table- 
spoons of alcohol. Best of all, be- 
cause it will not dry out, and can be 
used almost indefinitely, use one 
ounce of oil of citronella cut with 
three tablespoons of alcohol. 

Let the cloth absorb the oil very 
thoroughly, then proceed to use as 
any dust cloth. Tt will -not let 
any dust fly and leaves a delightfully 
clean surface on all furniture, re- 
moving finger marks and stains and 


not in the least injuring the finest 
polished furniture. 

Shake well after each using, and 
keep in a covered tin can. A baking 

















Attractive Way to Serve Cold Meat 


Select a good-piece of corned beef and cook until done and then 
s into a block shape in a mold. When thoroughly cold slice in 
fin slices and serve garnished with sprigs of parsley. 
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November 6, 1915 
powder can is about the right size. 
This keeps the oil from evaporating 
er from soiling anything, and is alse 
a preventive of fire by us: 
combustion or other causes: Otra- 
sionally wash out in warm soapsuds 
and renew the oil if it needs it. But 
++ won't meed renewing very often. 
oi of paraffin isa. wonderful cicans- 





ing agent, and. when once used it 
will always be Kept on hand For 
eieaning stains of various kind, 
goiled shoes, hats, etc, it is unsur- 
passed, 
Modern F arme Kitchen 
WILLIAM SHDYTEF 
As a2 rule when, the farm kitchen 


is 1entioned! there: arises: before tlie 
mind's eye a scene of drudvery, of 
endiess steps and. werny.. Then is a 
revolution, going: am to moemize: the 
farmhouse and' “the piace to begin 
with is the kitchen. An [linois 
woman has adopted a unique anid 
practical scheme of making her farm- 
House kitchen as up-to-date as. could 
be possibly done. She had in view the 
saving of thousands of unnecessary 
steps and needless expenditure of 


energy when: @ little clever planning 
am! arranging of the interior of the 
kichen would overcome the same. 
Sie and her husband built a new 
orne a short time ago and among 
etlier conveniences was a modern 
farm kitchen, one of such a lkbor- 


saving character that it is the: envy 
of ail the other farmers’ wivesj. win 
are much taken. up with the clever 
arrangement of thir modern Kitchem 

Td begin with the sink and kitchen 
tabie are usually so located! tiat many 


steps are required to the _ kitchen 
range, cupboard,, etc. This protien 
was solved by the Ulinois farmer's 


wife when she: came: across: the happy 
idea. of having a stationary kitchen 
table placed’ as near in the center of 
the room as possible. Instead of. hav- 
ing: the sink: in. some: out-of-the-way 
cormer of the room, she had it placed 
in. the stationary’ table: The sink. is 
placed at the upper end of the table, 
which is about six feet long. The 
sink is. fullyy equipped with hot,. cold, 
well’ ami cistern water. No pump is 





T AOMr ; Embroidery 
yeu % Silks 
Thisierel or String 

{ 
the north end of the kitchen. | 


Along the south. wall of the room is | 


a row of shelves for the milk pails, 
strainers, etc. A large window on this 
side of the room gives excellent 
light. Om the east. side of the room 
toward tle southeast corner of the 
no is a door leading to an outer 

all. 

ly ail,, this kitchen is so arranged 
that all the working appliances of 
the kitchem are-veritably at the house- 
wife’s finger tips, saving many thou- 
sands of umecessary steps and’ much 
energy and patience. Everything is 
s@® arranged that it can be had at a 
moment’s notice. This is considered 
one of the most practicable farm 
kitchens in tie state. The kitchen is 
lighted by electricity. 


Attractive Embroidered Pieces 

It. is a wise womam who starts 
early in the preparatiomof her Christ- 
mas gifts. Not only dees she avoid 
the nervous tension. of Being behimd- 
han@ at the last moment. but sie 





No 1045, Hot Biscuit Napkin 


Biscuits: are not: tempting when 
served cold. yet they cool so _ easily 


that some Kind’ of a. cover is desirable 
in order to retain the heat in the pile. 
This: new biscuit napkRim with the but- 
terfly pattern comes stamped on our 


best. [rish linen. 2 is £18: inches 
square. It is to be placed under the 
biscuits and the four corners brought 
up over the top.. With cotton to work 
it will. be: sent postpaid for 35. cents, 


needed,, for by turning’ a faucatt ate 
tached to: each. of these water pipes 
the desired supply of water can be 
had at' a moment's: notice. The sink 
is connected with a drain and: all: sink 
water is run off quickly. In ad- 
dition to this the table is provided 
with @ large leaf on either side and 
when: either one or both of these 
leaves: are raised a large, roomy 
working Board is formed. 

To save: steps all the kettles, pots 
and pats ane hung to the underside of 
the tale, which: is provided with 
hooks for tii purpose: On. the op- 
Posite side off the roorm and about 
‘wo feet! away from: tie stationary 
kitvhen table it a cupbourd running 
alongside the: wall of the Hitctiem Th 
the center of the cuptonrf’ is a double 
window. The cupboard rises up the 
ceiling on either side of the wintow, 
but underneath the window it is 
cut down to two roomy shelves 
This cupbodrd is provided with 
Sliding doors like those used on 
Show cases. The lower part of the 


cupboard has a number of large bins 
and drawers for use of kitchen uten- 
Sils, kitchen laundry, flour, tea, coffee, 
Sugar, etc. 
The kitchen 


the 


range is located right 


back of stationary table in 





aizo has the satisfaction 
she Has given. gifts that she has 
selected or made with careful: fore- 
sight! Nearly every woman likes em- 
broidered. or cross-stitched gifts). so 
you will not go far wrong if you plan 
such a egfft 
two articles illustrated on this page 
are not only’ novel’ but practical. 


No 1048; Grovhet or String Bag 

The little crochet or string bag, No 
1016, comes on natural colored crash 
alk made up with. the tassel. draw 
strings.. At’ tiie bottom. tere is a brass 
eyelet for the thread.to pass. tirough: 
Tie size of the is 7x®) es 
who crochets Knows How bothersome 
t is to have the ball. rolling: out of 
one’s lep or off the table. ood in 
this bag with the thread coming 
ttirough the eyelet at the bottom, the 
trouble: is: obviated. The word crochet 
isto Bes worked in cross-stitch. If,.in- 
stend), a = desired. for string,. that 
word if 
crochet:. The finisted tag with: 
crochet’ or string: stamped om it ready 


to work im cross-stitch may be: had 
postpaid with: cotton to work. by send~ |) 


ing 25 cents. 


of feeling |. 


© a woman friend. The}; 


. om it. im place of} 


] 
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Mr. Sandman Comes Quick when 


You Drive Away Jack Frost 


}dampness and cold 
‘out of all the house. 
Gives glowing 
‘warmth: in five min- 
utes—tem hours:com- 
fort on a gallon of ke- 
rosene. Smokeless, 


odorless, safe. 





Look for the Triangle Trademark 
STANDARD OF CO. OF NEW YORE 


PERFECT! 
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A. Milllonaire’s Watch All Can 


tile Worth 
Let us sence ac Us 0. ». Od Insured Pareel Ly Pay Tanbip WATCH co. 


vent Pwatch, all timed, tested & regulated roady'to wea. 
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Save 


prove 


as 


GOLD COIN STOVE CO., 





Order by number from our Needle- 
work Department, care of this paper. | 


smereaees 





and send every stove ready 


e 
proved features 
you save fuel and bake better. 


Factory 


Prices 


Save $5 & $23 


Freight Phid—A Year’ Prial 


every 
‘e better stove 


es 
if it doesn’t 
% e pay freight, 


Send for it now. 
of Gold Coin Stoves help 
. Write today. 





1 Oak St., Troy, BN. ¥. 

















FRIEND SOAP €0. 
Dept. 716, Concord Junction, Mass. 

































































































AMERICAN 


Io > 


Million Men 


Look For That Red Ball 
Before They Buy 


 Ball-Band”’ Rubber Footwear with 
the Red Ball Trade Mark: has to be good 
footwear. All those men wouldn’t ask 
for it if it didn’t give more days wear for 
the money than it is possible to get in 
any other kind. 

Our rubber is treated and worked by 
men who have spent their lives in- finding 
ways to make rubbers that will stand 
more wear. On every spot that gets a bit 
of extra wear or strain, we put extra 
= .strength. Notice for instance how much 
longer the heels wear. - Walking, ditch- 
ing, chopping, climbing; stooping, carry- 
ing -burdens — all. these things throw 


* 9 9 
BANE 


The “Ball-Band” Coon Tail Knit Boot is init, different strains on different parts 


not felt, insuring the utmost wear and service. Ours is . . 
of the footwear, and in making 
the only high-grade knit boot of this character‘on the pi 4 
**Ball-Band’’ Rubber Footwear we 


market.. The patented snow, excluder keeps out snow, 

dirt, grain and chaff and keeps the ankles warm. Heavy must take these into consideration. 

gum overs to fit. This boot is completely shrunk; it ESN “c Ball Ba d”? b 

can be washéd when dirty. Look for the Red Ball on Keegan oots are vacuum 
cured.’ During. the vulcanizing 

this process causes a tremendous 


pressure on the fabric and. rubber 
and makes the boot:one solid piece. 

** Ball-Band’’ Rubber Foot- 
wear is sold by over 50,000 
stores. The Red Ball Sign is in 
the window and on the goods. 
Look. for it. Be sure it is a 
bright, round. Red Ball, and 
not a deceiving imitation. 


Our FREE Booklet 
‘‘More Days Wear’’ 


tells you how to make your rubber footwear 
last longer. There are many ways that even 
good rubbers can be innocently ruined. It will 
pay you to know what they are. Ask us to 
send you a copy. 

It your local merchant cannot sell you ‘‘Ball-Band,”* 


write us and tell us his name and we 
will see that you are fitted. 


MISHAWAKA WOOLEN MFG. CO. 
300 Water St., Mishawaka, Ind. 


“The House That Pays Millions for Quality” 





























































“*Ball-Band’’ Arctics are made with 
one, two and ‘four buckles. Look for the 
Red Ball on the sole. The tops are best 
cashmerette and the warm linings we 
make ourselves from the same kind 
of wool that goes into the 
Coon Tail Knit Boot. 





















Arctics for.Men, 
Women and 
Children 


Sizes for You, Your Wife and Your Boy or Giri 


This Four Buckle Arctic 
--is fine to wear at work, or to pro- 
tect your good 
shoes. A strong, 
sturdy piece of 
footwear. The 
Red Ball is on 
the sole. 

































